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..-for sand handling equipment 


in modern aluminum foundry! 


Sano IN ITS PLACE is alright, but not when it floats in 
your plant... falling on valuable equipment .. . causing 
wear and health hazards. In modern foundries, like that of 
Nylen Products Co., St. Joseph, Michigan, the dust raised 
by sand handling equipment is put in its place by a KIRK 
& BLUM Dust Collecting System. 


Nylen Products Co. manufacturers of aluminum pistons 
end pins, uses large amounts of sand in the casting proc- 
esses. The photo looking up into the sand tower shows the 
streamlined type Kirk & Blum fittings which promote top 
efficiency in air and dust handling. 


The experience of more than 40 years and the talents of 


many engineers go into the design and installation of 
every KIRK & BLUM System. KIRK & BLUM Engineers 
will gladly provide an expert, no-obligation survey of your 
dust collecting problems and needs. Write for Descriptive’ 
Booklet M, ‘Dust Collecting Systems in Metal Industries.” 
The Kirk & Blum Mfg. Company, 2802 Spring Grove Ave.. 
Cincinnati 25, Ohio. 
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Faciebat Anno 


ADVERTISED 


AmERican. MEDICAL 
ASSOCIATION 
PUBLICATIONS 


PAXLANOSA V HEAVY DUTY 


GRANULATED SKIV CLEANSER 
There (2 Nothing Finer For AU General 


PAX HYSPEED has also gained national acceptance because of its outstanding efficiency, safety and 
economical bulk which have made it the quality but inexpensive leader among all granulated skin cleansers made 
without an emollient. 
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‘ANTONIO STRADIVARI 
places him peerless and alone as the = 
‘is renowned as the mark of unexcelled quality  \ 
includinglanolin 
The use of PAX SULPHONATED OIL SKIN CLEANSER may be or only those workers whose 
Occupations sensitize and cause severe defatting and irritation of the skin. It is not recommended as a substitute for _ 
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These AO Finger Guards are built to the same protective, comfort, and “tailored- 
to-the-job” standards as the larger items of AO Safety Clothing. The 8X141 Finger Cots, 
made from soft, flexible grain leather, are ideal for jobs where sensitivity of touch is 

a must, as in soldering small wire. For jobs such as polishing, burring and grinding 


small parts, where rough usage is customary, companion Finger Cot 8X142 of chrome 


tanned split leather is recommended. 
AO Finger Cots stay put on the finger! They are held in place by an elastic strap 
which allows full freedom of finger movement. Available in small, medium or large 


sizes. Your AO Safety Representative can give you speedy delivery. 


Safety Division of erican & Optical 
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SOUTHBRIDGE, MASSACHUSETTS ¢ BRANCHES IN PRINCIPAL CITIES 
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OUT THIS 
DISPENSER... 


FLOWS MAXIMUM 


CLEANLINESS AT MINIMUM COST 


Mild, low-titer soaps and a detergent of low pH value quickly loosen dirt, corn 
meal gently scrubs it away, an emollient soothes and smoothes—that’s how 
Formula SBS-11 cleans your employees’ hands. Use it in the sturdy new 
trouble free Type R Dispenser that deposits an economical, quick-lathering 
ring in the user’s palm. Type R Dispensers are pilfer-proof with removable 
discharge assembly. Like Formula SBS-11, Type R Dispensers give maximum 
performance with minimum maintenance. For complete particulars write 
SUGAR BEET PRODUCTS CO., CHEMICAL BY-PRODUCTS DIVISION, 
SAGINAW, MICHIGAN. 


FORMULA NBS-11 


“THE WASHWORD OF INDUSTRY” 


SUGAR BEET PRODUCTS COMPANY ~- SAGINAW, MICHIGAN 
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CONSTANT SUCTION AT THE HOOD—SUSTAINED EFFICIENCY—NO FIRE HAZARD 


One of the Aerotec Integral Dust Collectors 
installed at the Day Company, each adequately 
handling two buffing wheels. Dust storage 
bin accessibility shown by doors at lower 
right of unit. Ample dust storage capacity 
reduces maintenance to a minimum. 


LIKE the Day Manufacturing 
Corp. of Seymour, Conn., your buff- 
ing room can be kept clean and free 
from annoying and hazardous dusts. 

The Day Company, manufacturers 
of plastic pen barrels for a nation- 
ally known fountain pen company, 
found that buffing these plastic bar- 
rels created a dust nuisance to such 
an extent that it was necessary to 
exhaust all air to atmosphere. This 
resulted in loss of heat and irregu- 
lar temperature control. The ideal 
solution was a collector efficient 
enough to remove the dust from the 
air and return this heated 
dust-free air to the room. 


Aerotec solved this problem with 
the Integral Dust Collector. Com- 
pact, efficient, maintenance free, this 
collector requires only the periodic 
emptying of the dust bin to keep it 
in efficient operation. There are no 
filters to clog, no fluid to watch... 
yet, the Aerotec Integral Collector 
efficiency is such that most states 
permit the return of cleaned air to 
the grinding or buffing room. 

Designed and engineered for 
grinding and buffing equipment, 
the Aerotec Integral is specified and 
sold as standard by well known 

manufacturers of grinding 
and buffing machinery. 


A call to our nearest field engineer will put at your 
service a man trained in solving dust problems. 


PROJECT AND SALES ENGINEERS 


THE THERMIX CORPORATION 


(Offices in 28 principal cities) 


THE AEROTEC CORPORATION 


GREENWICH, CONNECTICUT 
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FOR TOPICAL APPLICATION 4 


with no 


Samples and brochure 
sent upon request. 


BACTERIOSTATIC 
NON-IRRITATING 
WATER MISCIBLE 


e 
EFFECTIVE CONCENTRATION 


BRAND 


OF ‘“‘FREE’’ IODINE IN SOLUSALVE* 


Many years of research and clinical usage have left iodine the uncontested 
bactericidal agent. Published reports show that ‘‘the iodine solution can be 
diluted over eighty times and still be as bactericidal as the strongest of the 
other germicides.”’! 

Vodine now makes it possible to utilize the high bactericidal power of 
iodine against both gram-negative and gram-positive organisms without the 
old discomfort of “‘smarting,”’ burning and staining. 

Vodine Ointment—‘‘free”’ iodine in a bland, non-irritating base—is indi- 
cated wherever effective topical antisepsis is required: infectious derma- 
toses, cuts, burns and lacerations. Vodine Ointment has the added advan- 
tage of being noninjurious to even delicate skin and may be used safely 
under bandages or surgical dressings. 


*Solubase Brand 
1. New England J. Med. 213:279 


iN 
Dodine Company x1 SOUTH DEARBORN STREET * CHICAGO 5, ILLINOIS 
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ONTROL 


see our 


AGNESIUM ALLOYS ARE 
SUPPLANTING BASE MET- 
ALS! The rapid expansion of 
plants producing these alloys 
has created some fire and ex- 
plosion hazards. 

The performance records of 
most plants show that the fab- 
rication of magnesium alloy 
products can be done with 
safety when proper steps 
are taken to control these 
hazards present in the 

various stages of pro- 
cessing. 


PETERS-DALTON, INC. 
17904 Ryan Road, Detroit 12, Mich. 
GENTLEMEN: 
' Please have a representative call 
Please send your latest literature 
We are interested in: 
A complete finishing system 
Metal parts washers 
Paint spray booths 
Drying and baking ovens 


Signed Company 
Address 
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WELSHARD FLAT HARDENED LENSES 


Drop eye .. 44 mm and 47 mm... clear 
or green for glare, infra-red or violet 


radiations, 


WELSHARD CURVED HARDENED LENSES 


Drop-eye .. 44 mm or 47 mm... clear 
or green. 1.25 or 6.00 curve. 


The New 
Acetate Goggles 
give all three 


These spectacle goggles suit the worker right down to the ground 
and provide the comfort and convenience which encourage the 
worker to keep them on. They are light in weight, with wide nose 
pads to distribute weight and ensure comfort. 


The optical quality frames are CUT from FLAT acetate stock 
and are two to three tines as strong as molded frames. There is 
no exposed metal to create explosion hazards. 


Flat or curved lenses are optional WELSHARD HARDENED 
LENSES exceed Federal break test requirements by 100% or 
more. Clear for impact protection . . green for protection from 
impact and harmful infra-red and violet radiations. 


See Your Wholesaler or Write to Us Direct! 


WELSH MANUFACTURING COMPANY 


62 TROY STREET *© PROVIDENCE 9, R. I. 
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IDLE WORK-HANDS play costly tunes... 


Skilled hands, temporarily incapacitated, are responsible for 
millions of dollars in industrial losses every year. Skin ailments, 
resulting from frequent exposure to industrial irritants plus the 
use of caustic washing soaps, are sour notes which throw produc- 
tion schedules off-key through excess absenteeism. Your plant is 
no exception in requiring safeguards against these dangers. 


West’s Lan-O-Kleen hand cleanser, superfatted with a high con- 
tent of lanolin, plays an important part in a dermatitis prevention 
program. Made of fine corn meal, containing no harsh, gritty 
substances or excess alkali, Lan-O-Kleen thoroughly yet gently 
removes stubborn dirt, grime and grease from sensitive skins. In 
addition, it has beneficial emollient properties resulting from 
superfatting with lanolin. 


Decide now to adopt the Lan-O-Kleen wash-up habit in your 
plant. Consult one of West’s country-wide staff of sanitation 
specialists. He’ll be glad to give you further details. 


WEST LAN-O-KLEEN HAND CLEANSER 


PRODUCTS THAT PROMOTE SANITATION 


42-16 West Street, Long Island City 1, N.Y. 


SAVE SOAP AND YOU 
SAVE EXTRA MONEY! 


A modern, economical Lan-O- 
Kleen Disp regulates the 
amount of soap used—prevents 
costly waste. Readily adaptable 
for Bradley Fountains. 

Send for this handsomely illus- 
trated folder. It contains details of 
the dispenser, the healthful cleans- 
ing action of Lan-O-Kleen and 
complete washing instructions. 
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WILLSON... 


to Change Accident Costs 
into Safety Savings 


PROTECTION IN 910 OF AN OUNCE... Day 
long comfort with the FeatherSpec*. 
Large, clear or WiLLSON Tru-Hue green, 
plastic lens gives wide, unobstructed vision. 


MOLDED TO FIT A THOUSAND EYES... Mir- 
ror-smooth rolled edges of the plastic eye 
cups conform to the contours of the eye 
cavities for snug, comfortable fit on haz- 


ardous jobs. With Super-Tough* lenses. 

you 
NEY! 
Lan-O- 
es the 
revents 
aptable For complete information on these products 
os and their application, as well as many more 
| lie “a eye and respiratory protective devices, get 
' “te in touch with your nearest Willson distrib- 
regen? utor or write us direct. 
GOGGLES RESPIRATORS GAS MASKS + HELMETS 

H AK N D A 
— THIS LIGHTWEIGHT TAKES ON ALL DUST PRODUCTS INCORPORATED 


Large throw-away filter and flexible molded face 
piece assure easy breathing and comfortable, 
HAZARDS snug, face fit. U. S. Bureau of Mines Approved. vheg..S.Pst. ot. 233 WASHINGTON STREET, READING, PA., U.S.A. 


READING, PA., U.S.A. Established 1870 
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Why 


THE DRY SCRUBBER 
CLEANS FASTER...More Thoroughly 


A unique combination of labor-saving features is responsible 
for the greater speed and thoroughness with which the Finnell 
Dry Scrubber cleans grease-caked floors. 


Equipped with two powerful scarifying brushes, this Finnell 
digs through and quickly loosens the most stubborn coatings 
of dirt, oil, grease, and shavings—as the special couplings ad- 
just brushes to floor irregularities, to get into indentations and 
grooves that rigid coupling brushes would pass over and miss. 


To re-sharpen the brushes of the Finnell Dry Scrubber, simply 
flip the switch. That reverses the motion of the brushes and 
re-sharpens them automatically ... while working. Elimi- 
nates the need for frequent changing of brushes by hand in 
order to maintain a good cutting edge. 


Low construction makes it easy to clean around and beneath 
equipment, and the adjustable handle adapts the machine to 
operator's height for most effective working position. 


Various types and sizes of wire scarifying brushes are inter- 
changeable in the brush rings of this Finnell and, with other 


, brush rings, the machine can be used for wet scrubbing, steel- 

wooling, waxing, and polishing. Ruggedly constructed. Has 

heavy duty G. E. Motor, oversize Timken Roller Bearings, 
special bronze worm gears, leak-proof gear case. 


For free floor survey, consultation, or literature, phone 

or write nearest Finnell branch or Finnell System, 

Inc., 3504 East Street, Elkhart, Indiana. Canadian 
Office: Ottawa, Ontario. 


BRANCHES 

IN ALL 

4 PRINCIPAL 
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Basic Good Housekeeping Methods........ 


How do your costs compare with these? (part 2) 
DERMATITIS ... $28.03. 
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CESCO 
SAFETY EQUIPMENT 


The gently-resting 
comfort - bridge on Cresco 
spectacle goggles is an 
exclusive quality 

feature. 


Cesco’s acid hood 
offers, among other 
outstanding features, 
acitex material which 
resists the 5 most 
injurious acids. 


The contour-molded, snug-fitting 
eye cups on Cesco goggles—a 
quality and comfort feature. 


@ Look at any CESCO product. In each you’ll see features 
and workmanship that represent Quality. 

Like the comfort + bridge on CESCO goggles, 
the texture of the ACITEX hood, the molded goggle cups, 
and the engineering details of the Air-Flow helmet— 
each CESCO product has distinguishing quality features. 

CESCO Quality starts with the designing of a product. 
Quality is added during experimental and job-testing 
periods. And, quality is then manufactured into CESCO 
equipment through exacting attention to detail and 
expert workmanship. 

It is important to consider CESCO Quality when 
you buy safety equipment. 


The exclusive air-distribution tube 


in the Cesco Air-Flow welding helmet CHICAGO EYE SHIELD COMPANY 


is only one of its quality features. 2308 Warren Boulevard * Chicago 12, Illinois 
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NOW HY-TEST OFFERS 
A CHOICE OF FOUR! 


These four sturdy oxfords with HY-TEST’S exclusive Anchor Flange 
Steel Box Toes are especially designed to appeal to the men in your 
plant who insist on dress shoe style as well as safety shoe protection. 


Upper Left —-H708 — Men's Brown Upper Right—H71 1—Men's Russet 


Kip Bal. Oxford—Leather Sole— 
Half Rubber Heel. 


Lower Left—H712—Men's Brown 


Glove Blu. Oxford— Leather Sole 
—Half Rubber Heel. 


Lower Right — H741-1— Men's 


Kip Blu. Oxford—Leather Sole— Brown Calf Blu. Oxford—Leath- 
Half Rubber Heel. er Sole — Half Rubber Heel. 


ALL NUMBERS AVAILABLE FOR AT ONCE DELIVERY 


Write for HY-TEST’S New Catalog 
Over 50 Styles — Sizes 5-14, Widths AA-EEE 


Workers Feet 
In Sure Protection 


\RDS 


A workman was careless. A truck was mov- 
ing. Then it happened! The truck, loaded 

ee the complete Lehi 
with 2% bone-breaking tons, lumbered 


diferent types of safety 
right over this Lehigh. The workman wear- shoes and boots. Send 

for the new Lehigh Safety 
ing it yelped and clawed at the truck. The ) 4 — Catalog 
driver slammed on the brakes and leaped to 


help. But the yell was of fright, not pain. 


That tremendous mountain of weight just 
“bumped off’’ the Lockrim* Steel Toe Box 
without even denting it! Not a toe was 
touched. That's protection, Lehigh brand, the 
kind you can depend on. Why don't YOU? 


eT. M. Reg. 
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SUPERVISION 


ADEQUATE BUDGET 


PLANT LAYOUT 


MECHANICAL MEANS 


by 
JOHN C. SOET 
Chief Engineer, Bureau of 
Health 


Industrial 


HE subject of industrial house- 

keeping and sanitation practi- 
cally covers the entire field of in- 
dustrial health or hygiene. It is dif- 
ficult in a short article to select the 
material which will be of most value 
in plant maintenance work. One 
cannot have good industrial house- 
keeping and sanitation without a 
good plant layout. One cannot have 
a good industrial housekeeping and 
sanitation program without con- 
trolling the hazards associated with 
industrial solvents or painting. In 
fact, any subject that one may select 
from the field of industrial health 
or hygiene has a bearing on good 
housekeeping sanitation in 
plants. 

There are many benefits to be de- 
rived from a good housekeeping and 
sanitation program in _ factories. 
Most of these benefits, however, can 
be classified under two headings. 
The first is that good housekeeping 
and sanitation promotes good rela- 
tions between management and 
labor and second, it prevents and 
reduces the harmful effects of in- 
dustrial hazards and communicable 
diseases which cause excessive ab- 
senteeism. 

I have never seen a company hav- 
ing poor housekeeping and sanita- 
tion in its plant on the one hand and 
good relations between management 
and labor on the other. The reduc- 
tion of harmful effects of industrial 


Apri, 1948 


MAINTENANCE PROGRAM 


SANITARY FACILITIES 


WASHROOM-DRESSINGROOM 


EDUCATION 


Michigan Department of Health 
Lansing, Michgian 


hazards and communicable diseases 
through good housekeeping and 
sanitation has become aximatic in 
American industry and requires no 
additional evidence. 


Organization and Methods 

The first step in achieving good 
housekeeping and sanitation in in- 
dustrial plants is to establish a good 
organization for doing the work. A 
definite scheme of operation must 
be adopted and maintained. One 
cannot hope to keep a factory in 
good condition with haphazard 
cleaning and maintenance schedules. 
One cannot hope to do good work 
when maintenance and cleaning 
work is done only when the time or 
personnel is available. 

The next item is supervision. It 
matters little which division of the 
plant is responsible for the house- 
keeping and sanitation. It may be 
the engineering division or the 
maintenance division. Perhaps the 
maintenance division is under the 
engineering division and the ulti- 
mate responsibility is in the engi- 
neering department. The point is, 
some one division and some one head 
of the division should be responsible 
for the condition of the plant. Of 
course, some of this responsibility 
should be passed down to the fore- 
man and the workers themselves. 
The foreman should be held respon- 
sible for the condition of his de- 


partment either in whole or in part 
and he, in turn. should hold the 
worker responsible for keeping his 
working area at a high standard of 
cleanliness. 

The third item in the general pro- 
gram is an adequate budget. Keep- 
ing a plant up to a high standard is 
not a minor item as far as cost is 
concerned. While the cost of good 
housekeeping and sanitation may 
vary from plant to plant depending 
upon the type of material produced, 
it is an appreciable percentage of the 
total cost of producing a product. 
We often hear complaints from plant 
engineering or maintenance depart- 
ments that their budget is not ade- 
quate to do a good job. Since it is 
non-productive work, it always suf- 
fers in comparison to the other de- 
partments or divisions who work 
on production alone. Without an 
adequate budget one cannot provide 
the personnel, machines, and equip- 
ment necessary to do the job. An 
inadequate budget for housekeeping 
and sanitation will inevitably be re- 
flected in the quality of workman- 
ship and the quantity of material 
produced. 

The fourth item to consider under 
the heading of general principles, is 
pl-nt layout. Mechines, equipment 
and production lines should be ar- 
ranged with a view to maintain good 
housekeeping and sanitation as well 

(Continued on Page 43) 
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1. CORRECT POSITION: Grip the end 
of handle with right hand, thumb at 
extreme end, and left hand palm down 
approximately halfway down on handle. 
When reversing direction of sweeping, 
reverse position of hands. 


GOOD HOUSEKEEPING 


Sweeping and Mopping 


Though the electrically operated floor maintenance machine is 
essential for good plant housekeeping, the lowly broom and mop fills 
a certain role in the average plant maintenance program. On these 
pages are the results of an extensive study conducted by the Indus- 
trial Sanitation Research Department of Joseph E. Seagram and Sons, 
Inc., to determine efficient techniques in sweeping and mopping 


methods. 


HE sweeping operation, which 
_ is a fundamental cleaning tech- 
nique, is also the preliminary step 
for other good-housekeeping proce- 
dures, such as spot cleaning, mop- 
ping, buffing, machine scrubbing 
and waxing. It is necessary to sweep 
some areas several times daily, de- 
pending upon the amount of traffic, 
degree and kind of soil to be re- 
moved, type of floor, and the degree 
of cleanliness desired for the area. 
The use of proper tools, materials 
and methods as well as an analysis 
of the special conditions found in a 
particular area are requisites of a 
truly efficient sweeping operation. 

Studies of the sweeping operation 
indicate that the stroke illustrated 
on these pages gives maximum cov- 
erage and speed while performing a 
satisfactory cleaning job. The av- 


2. CORRECT: At beginning of stroke, 
feet are about twelve inches apart, weight 
is on right foot; the left side is toward 
area to be swept; left arm is extended. 
Begin stroke just behind the left foot by 
pushing the brush with the right hand. 


3. CORRECT: Brush moves forward, 
right hand pivots, thumb of left hand 
supports handle, fingers apply slight 
pressure to brush. Brush face should be 
flat on floor throughout stroke. Shift 
weight gradually from right to left foot 
as stroke is extended. At end of stroke, 
weight is on left foot and both arms are 
extended. Tap brush on floor to remove 
soil. Using this method a 60” stroke is 
easily obtainable. To return brush to or- 
iginal position, lift it from the floor and 
draw it back with the right hand, guid- 
ing with the left hand. Motion should be 
continuous to develop a_ rhythmical 
stroke. 


erage stroke length is sixty inches. 
Results of a series of over 300 studies 
showed the average sweeping time 
using this technique to be .11 of an 
hour per thousand square feet of un- 
obstructed area and .24 of an hour 
per thousand square feet of obstruct- 
ed area. The time may vary from 
.06 to .5 per thousand feet depending 
upon the sanitor’s skill, the type and 
degree of soil to be removed, and the 
number of obstructions in the area. 
In a limited number of tests con- 
ducted on three types of unob- 
structed floors it was found that the 
60” stroke was 25% faster than the 
fatiguing 36” stroke (Figure 4) so 
frequently used by untrained sanita- 
tion personnel. 

Results of the continuous stroke 
(in this type stroke the sanitor 
merely holds the broom to the floor 
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Safe Floors!” 


before him as he walks along) indi- 
cate that it compares favorably with 
the 60” stroke on smooth floors 
where the soil is composed mainly of 
large particles. In areas where there 
is very light dust on a smooth floor, 
dust mopping may be substituted for 
sweeping. 

Sweeping Tools 

Factors which affect the sweeping 
operation are materials of brush con- 
struction and length of block and 
handle. When selecting a_ floor 
brush, the cost, durability and qual- 
ity of performance must be consid- 
ered. While many brushes are com- 
parable in efficiency of soil removal, 
their costs differ. For example, a 
brush containing bristles is more ex- 
pensive than a horsehair or fibre 
brush. For this reason, it is not 
practical to use the higher cost 
brushes in areas where water or 
heavy industrial soil are frequently 
found on the floor. Although two 
kinds of brushes may give equal 
performance, their durability may 
vary considerably. 

Experiments conducted by the 
Sanitation Research Department 
shows that brushes constructed of 
the following materials are satisfac- 
tory for use on waxed rubber floors 
and on smooth quarry tile floors; 
horsehair and bristle mixture; 100% 
horsehair; 100% nylon; and tampico 
fibre with a casing of horsehair. 

On rough concrete floors the use 
of a brush containing a center of stiff 
fiber, such as bassine or palmetto, 
surrounded by a row of tampico 
fibre, with a casing of horsehair, 
contributes to a quality performance. 
A corn or straw broom is not consid- 
ered un efficient tool except in spe- 
(Continued on Page 46) 


6. INCORRECT 
STROKE: The push- 
pull method con- 
sumes about one- 
third time 
than the recom- 
mended side to side 
stroke. Throughout 
stroke, sanitor is in 
an awkward posi- 
tion. 


4. INCORRECT STROKE: Using this 
method the sanitor is bent over in an 
awkward position which results in fa- 
tigue. The stroke is limited to approxi- 
mately three feet. 


5. CORRECT: By moving mop in arc- 
like strokes as indicated by white line 
a nine-foot stroke is result. By develop- 
ing rhythm, no time is lost in change of 
direction. 


‘oke 


For ye 


type. 


But now — the new Practi-Kreme Dispenser rev- 
olutionizes factory methods of preventing derma- 
titis. Dispensers handily located near machines 
encourage the use of Practi-Kreme as a protector 
before work — and as a cleanser afterward. 


Workers massage the penetrating, non-abrasive 
cream into dirty hands on the way to the wash 
basins — are ready for a quick, water rinse with no 
other soaps or scrubbers needed. The Practi-Kreme 
Dispenser System is the best answer to washroom 
congestion. 


Best of all, Practi-Kreme is 100% efficient. It 
dispenses economically, does not fall off worker’s 
hands and spill down the drain, is not loaded with 
inert vegetable fillers like most powdered soap 
products. 


So Practi-Kreme Protection plus Washup costs 
less by actual test* than ordinary washtime soaps 
alone. And workers over and over pick Practi- 
Kreme by ballot* as a better, quicker wash-up 
cleanser. 


*Actual cases on request. 


Send us free information about the new 
Practi-Kreme Dispenser System. 


Name 


Firm | 


reme has been accepted by the U. S. 
fnment and American industry as the leading 
: water-soluble industrial skin protector because it pro- 
tects against more irritants than other creams of this 
Practi-Kreme has always been self-removing — 
requiring only water for a quick, clean washup. 


SAFETY ENGINEERS, DOCTORS, NURSES: 


Practi-Kreme is proved safe — medically endorsed 
the country over. Ask for the evidence. Every day 
you delay may bring dread dermatitis cases — to 
cost money and raise embarrassing questions about 
your safety programs. 


PURCHASING AGENTS: 


Practi-Kreme as a protector-cleaner is a better buy 
than your present cleaning method. Use-tests prove 
it cheaper than powdered soaps. The protective 
feature becomes an extra bonus. Write for proof! 
DISPENSERS AVAILABLE WITHOUT INITIAL 
INVESTMENT. 


PERSONNEL SUPERVISORS: 


Practi-Kreme cleans better — workers choose it in 
vote after vote —are better satisfied when it is 
available. Helps reduce absenteeism and turnover 
by reducing dermatitis cases, shame and embarrass- 
ment due to ingrained dirt or roughened skin. Sug- 
gest Practi-Kreme today. 


MAINTENANCE SUPERVISORS: 


Practi-Kreme won’t clog drains, won’t cause crowded 
washrooms. Dispensers hold plenty — fill easily with 
recharge cartridge. Write for details today. 


CHEMICAL 


SPECIALTIES, INC. 
54 Waltham Avenue « Springfield 9, Mass. 
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HOW DO YOUR COSTS 
COMPARE WITH THESE? 


$28.03 


Readers of the March issue of OCCUPATIONAL HAZARDS Magazine were 
introduced to Paul Windsor’s important “Cost of Accidents” report—a study 
embracing 3,853 cases of industrial injuries. The study was made to deter- 
mine the actual costs of various type injuries to the Peoria plant of Le Tour- 
neau, Inc. The methods used by Mr. Windsor in arriving at costs of injuries 
were described in the initial article. 
Starting this month, OCCUPATIONAL HAZARDS presents the dollar and cent 
results of Mr. Windsor’s thorough investigation. He found, for instance, that 


the average cost of dermatitis cases to his company was $28.03 . 


there is profit in prevention! 


port that the term “Dermatitis” 
is used broadly in his report (as it 
is used in industry) to cover many 
types of skin irritation. Many defi- 
nitions have been proposed. Der- 
matitis is often referred to as an 
irritation of the skin developed by a 
worker in the course of his employ- 
ment. Another definition is that it 
is a pathological condition of the 
skin for which occupational expo- 
sure can be shown to be a major 
causal or a major contributory fac- 


M:. WINDSOR states in his re- 


tor. Many exposures may cause der- 
matitis. Some of the common ones 
which are found in the Le Tourneau 
plant are: cutting oils, grease, naph- 
tha, paint and metals. 

The nurses at the First Aid Sta- 
tions enter on the First Aid Accident 
Records “dermatitis” for all skin 
irritations, but a doctor diagnoses 
the cases. Several cases are included 
in this study which were not doc- 
tor’s cases but investigation revealed 
that the disorder was due to an occu- 
pational exposure. 


Here’s a study that furnishes a yardstick in computing cost of injuries... 


Part 2 


. . proof that 


As of November 30, 1947, the date 
which this report was concluded, all 
cases represented in the study in- 
cluded first aid as well as doctor’s 
cases. The cost of employer’s time 
lost was $2.98. The overhead cost 
was $5.70. 

The cost of nurse’s time and med- 
ical supplies were high because the 
treatment of the cases required 
many visits at First Aid and the use 
of lotions, ete. Nurse’s time cost 
.52c and medical supplies cost .19c. 

(Turn to Page 36) 


COSTS IN DOLLARS, TO THE EMPLOYER, OF DERMATITIS CASES 
Medical Expense 

3 fe | 53213 3 es | §3s 

084 2775 094 =41.00 41.09 81.58 122.95 
053 5.50 10.60 3.98 694 40.00 240 10.93 61.01 
054 3.98 094 22.00 1.70 23.79 27.71 53.39 
251 7.42 14.34 .2775 | 2.134 17.50 816 20.45 42.49 
058 8.25 | 15.90 | .2775/| 1.114 5.00 432 6.55 30.98 
064 568 10.95  .2775| .674° 9.50 240 10.41 27.32 
141 4.84 10.80 2775 .454 5.00 168 5.62 21.54 
140 3.08 | 5.95 | .2775| .874 336 1.21 10.52 
251 1.64 3.16 | 2775| .274 2.00 096 2.37 7.45 
242 2.13 | 3.73 | 2775| .334 : 120 45 6.59 
217 94 2.10 .2775| 274 096 37 3.69 
105 33 81 .2775| .094 024 12 1.54 
102 33 81 | 2775) .094 024 12 1.54 
222 * 33 63 | .2775| .094 024 12 1.36 
Average.....| $2.89 $5.70 52 19 $10.97 $28.03 


ApRIL, 1948 
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Hand Preparations 


BRECK 


Water Resistant 
Cream 


BRECK 


iWork Cream 


Breck Hand Cleaner is a mild, 


Breck Water Resistant Cream 
bland, nonirritating hand 


forms a uniform film on the 


hands that is resistant to water 

and water solubles. 8 oz. jar 

$6.00 dozen; 1 Ib. jar $10.20 
dozen. 


Breck pH7 Protective Cream 

protects hands dirt, 

grease, oil, paint, printer's ink, 

etc. 8 oz. jar $5.40 dozen; 1 Ib. 
jar $8.40 dozen. 


Breck Work Cream helps pre- 
vent the dryness which may 
cause skin irritations. 8 oz. jar 
$4.80 dozen; 1 Ib. jar $9.00 
dozen. Plus 20% tax. 


cleaner for cleaning up after 

work. 8 oz. bottle $6.00 dozen; 

16 oz. bottle $10.00 dozen; 
1 gallon $3.50. 


The Breck Hand Preparations offer protection and care for hands at work. Both 
men and women will find that these preparations are helpful in eliminating the 
cause of many secondary hand infections. The cost of supplying your shops with 


the Breck Hand Preparations is slight; the saving in man hours is considerable. 


Literature and samples will be sent upon request 


}TOHN H BRECK INC MANUFACTURING CHEMISTS SPRINGFIELD 3 MASSACHUSETTS 
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@ IN QUICK, THOROUGH CLEANING: integration 
the secret of Lightfoot’s speedier, more thorough cleansir 
Scrubber and soap are welded into one indivisible unit, ea 
particle a complete cleanser. 


IN SAFE, GENTLE CLEANING: Lightfoot’s gentlen: 
and safety results from quality ingredients, a low pH index p! 
four decades of know-how. 


IN SKIN PROTECTION: Superfatted for extra mildne 


ild, Lightfoot soaps contain no strong, harmful solvents . . . preve 
her red, raw, irritated skin — keep vital hands in top condition. 
en; 
IN RECORD OF PERFORMANCE: For over 43 yea 
Lightfoot soaps have combated potential skin irritants, encor 
tered in industrial plants everywhere. 
IN ECONOMY: Per pound and per application cost | 
Joth Lightfoot soaps is not more than that of ordinary industri | 
hand soaps. 
vith we FN ! LIGHTFOOT SCHULTZ CO., 663 Fifth Ave., New York ‘| 
AMERICAN MEDICA >™ I 
ASSOCIATION y 1 Please send FREE trial sample of: 
ible PUBLICATIONS 
TREET—< fine grind soap for heavy duty 
| COMMODORE—c coarse grind soap for extra heavy duty ....... 
ET 1 
Name 
ARDS Address 
City 
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OCCUPATIONAL HAZARDS brings to its readers each month the true, inside story 
of an industrial fire AND HOW IT HAPPENED. Each story will be told by a man who 
heads the fire department of a large city. These authentic observations by men who 
devote their lives to fighting fire and to the study of fire hazards are presented to 
the readers of OCCUPATIONAL HAZARDS in the hope that each story will be of 
value to those persons responsible for fire protection in industrial plants throughout 


the country. 


FIRE PREVENTION 


through 


GOOD HOUSEKEEPING 


by 


CHIEF FRANK EGENRIETHER 
St. Louis Fire Department 


OOD housekeeping and fire pre- 
- vention go hand in hand. With- 
out one it is impossible to success- 
fully attain the other. If a plant al- 
lows rubbish to gather in yards; 
permits flammable wastes to clutter 
aisles and ramps, or permits crates 
and other equipment to block fire 
doors or access to fire fighting equip- 
ment—that plant is also obviously 
failing in maintaining any semblance 
of a fire protection program. 


Only a short time ago the attention 
of the St. Louis Fire Department was 
called to a plant which sustained a 
$65,000 fire loss which was largely 
due to poor housekeeping and the 
lack of an adequate fire prevention 
set-up. 

The plant consisted of a two-stor- 
ied building, and was engaged in 
the manufacture of furniture. An 
operation on the ground floor in- 
volved the use of an electric hot 
plate which was used to soften a pot 
of glue located atop a wooden table. 
The fire originated at this point due 
to someone’s failure to disconnect 
the hot plate after work. The rapid 
spread of the resulting fire was 
directly attributed to bad house- 


keeping within the plant. All aisles 
on the ground floor of the plant in- 
volved were cluttered with an almost 
unbelievable amount of trash con- 
sisting of wood chips, shavings, etc. 
Once the fire started, it was only a 
matter of minutes before it was 
sweeping along the entire ground 
floor, fed by the accumulation of 
trash described. 

Near the orgin of fire was an open 
elevator shaft leading to the second 
floor. The opening was not protect- 
ed with a fire door and the shaft 
acted as a flue so that the fire spread 
rapidly to the second floor of the 
building. 

Industrial plants should have 
periodic clean-ups during the day if 
they wish to discourage fire. All 
general rubbish and trash should be 
taken outside the building where it 
should be either hauled away or 
burned under careful supervision in 
an incinerator. This burning opera- 
tion should also take place at least 
once a day. Large amounts of trash 
should not be permitted to accumu- 
late near incinerators. 

Every plant should be equipped 
with plenty of fireproof waste con- 
tainers for the temporary disposal 


Guest writer for this month is 
Chief Frank Egenriether of the 
St. Louis Fire Department. The 
industrial fire loss in St. Louis has 
been substantially 
comparison with similar fire losses 


reduced in 


in the nation — an accomplish- 
ment which the Chief attributes 
to his department's constant pro- 
gram of educating plant person- 
nel to the importance of good 
plant housekeeping. 


of oily rags and other flammable 
wastes. Such containers should be 
of all metal construction and equip- 
ped with self-closing lids. They 
should be emptied each day. 

Ducts, ovens and generators should 
be kept free of flammable accumula- 
tions. 

Outside areas of the plant should 
not escape the attention of persons 
responsible for good plant house- 
keeping. Such areas should be kept 
free of dry grass, stacks of lumber, 
crates or other flammable storage. 
If such yards are kept clean, the 
threat of exposure fire is greatly re- 
duced. Large open spaces within 
the plant should be broken up by 
fire walls to prevent rapid spread of 
fire and to confine any fire that 
might originate to a small area. 

To sum up the entire matter: If a 
plant can point to an efficient good 
housekeeping program it can also 
rest assured that its chances of hav- 
ing a disasterous fire are small. The 
saying that ‘a clean place seldom 
burns” is a good one. If management 
enforces good housekeeping meth- 
ods, it automatically reduces fire 
hazards and sets up a good fire pre- 
vention program. 
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NO SMOKING 


ALLOWED IN THIS BUILDING 


Many a worker stands helpless as flames destroy 


AT ANY TIM CIGARS ane 
CIGARETTES SIGNS SINCE 1863 MANUFACTURERS 
Away 842 LARIMER ST. DENVER 4, COLO. 


his job. And the worst of it is, the hand of Careless- 
ness nearly always holds the torch. 


Fires don’t just start themselves... they are caused. 
And every fire is a small one at first. 


STONEHOUSE SIGNS 


FOR ACCIDENT PREVENTION 


teach workers to mentally fight fire before it starts... by | 
being careful. Many Stonehouse Fire Prevention signs are 
shown in our Catalog No. 8. It's Free on request. | 
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HOW TO ELIMINATE 


O. D. HAZARDS IN GLASS PLANTS 


Mr. Merritt 


INCE the glass industry is one of 
many which  handles_ great 
quantities of free silica, it must be 
considered as having a potential sili- 
cosis hazard. More than half of the 
glass batch is sand. Other ingredi- 
ents used in the industry are also 
hazardous to human beings. Not all 
produce silicosis. For instance, lead 
oxide, if breathed will produce lead 
poisoning. The raw materials most 
commonly used are: silica sand, 
feldspar, limestone, dolomite, burned 
lime, soda ash, potash, salt cake, 
borax, red lead, white lead, lead sili- 
cate, arsenic, selenium and others in 
small amounts. Only the silica sand 
and feldspar contain free silica. 
Feldspars have free silica in the 
form of quartz. The amount may 
vary from five to twenty per cent 
dependent upon the dike from 
which the feldspar was mined. Both 
the sand and the feldspar are pur- 
chased in a coarse grain size, rang- 
ing from twenty to sixty mesh. Al- 
though the fine particles were 
screened out by the producer, a 
screen analysis will show that up to 
one per cent of these materials will 
pass through a one hundred mesh 
screen. A portion of this will be 
smaller than five microns which is 
the upper limit of respirable dust. 
Dust counts taken in the dry sand 
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PROTECTI 
GOOD 


By Lester M. Merritt 


Safety Advisor, Division of Safety and Hygiene 


Industrial Commission of Ohio 


bin have varied from four to sixty 
million particles of respirable dust 
per cubic foot of air. An average in 
the bin or at the batch scales would 
be close to six. Some plants now 
purchase sand with three to five per 
cent water. This moisture reduces 
the amount of dust which can be re- 
leased. 


Few Silicosis Cases 

During the ten years since the sili- 
cosis law became effective, only four 
men who have worked in the batch 
house or at the furnaces have been 
allowed silicosis claims by the Ohio 
Industrial Commission. One of these 
worked in the batch house, one was 
a pot furnace loader and the other 
two were furnace tenders. The lat- 
ter two probably worked for a long 
time in the batch house before being 
promoted to furnace tenders. This 
number of allowed claims is very 
low considering the large amount of 
free silica handled by the glass in- 
dustry. 

Dr. C. O. Sappington has stated 
that “calcium compounds in general 
* * * are protection against the 
action of free silica.” As a consider- 
able amount of the glass batch is 
limestone, dolomite and burned lime, 
this may explain the very small 
number of persons who have con- 
tracted silicosis in the glass industry. 


DTHING 
ROOM FACILITIES 


Ingredients such as soda ash, pot- 
ash, borax, salt cake and burned 
lime have a tendency to irritate the 
upper respiratory tract, that is, the 
nose and throat. The oxides of lead 
will cause lead poisoning if inhaled 
in sufficient quantities. Lead silicate 
is much less hazardous as it is not 
assimilated as easily. Such metallic 
oxides as arsenic and_ selenium 
which are used as a bleach or as a 
colorant will produce undesirable 
effects on the body. Arsenic is gen- 
erally obtainable as a coarse crystal 
which produces very little dust. At 
times it has been necessary to se- 
cure the material very finely sub- 
divided. Then it is very hazardous. 


Importance of Ventilation 

Most of the plants provide some 
type of exhaust ventilation at the 
places where a considerable amount 
of dust is liberated. Even then it is 
necessary for men handling the raw 
materials to wear respirators, which 
in all cases should be a Bureau of 
Mines approved type. This is especi- 
ally true where soda ash, potash and 
burned lime are handled. Then care 
must be taken to clean the respira- 
tors daily to prevent irritation of the 
skin at the point where the respira- 
tor rubs the face. Many plants have 
a daily respirator cleaning service. 

(Continued on Page 40) 
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gor all walking syrfaces 
ynder all slippery conditions 


Oil-Dri Floor Coating 
adheres firmly to wood, 
concrete, steel, alumi- 
num, solid or perforated 
areas, Painted on with 
a brush—dries over- 


night. 


ABRASIVE Anti-Slip 


FLOOR COATING 


Indoors or outdoors, wet or dry, oily or greasy, summer or winter, non-slip 
Oil-Dri Abrasive Floor Coating stays non-slip—provides year ‘round safe foot- 
ing on every walking surface. Used on— 


@ Loading Platforms @ Steps @ Truck Beds 
@ Washroom Floors @ Aisles @ Approaches Senden’ Cole 
GRAY. Also Red, 
@ Elevator Floors @ Ramps @ Sidewalks Sted or 
Cat Walks Landings @ inclines 


USED JUST LIKE PAINT 


USE the much-in-demand Dil-O ri 


e Stop Slipping Accidents 


@ Stop Fire Hazards en __©@ 
Reduce Maintenance Costs 


Oil-Dri and Oil-Dri — (ALL-PURPOSE) — Absorbs all types of oils, greases io 
absorb dangerous oil and grease ac- and fats, plus water and soluble 
cumulations when sprinkled on oily or oll solutions. \ 

grease covered floors. Recommended by 

leading safety engineers and insurance 


companies th hout th tion, 
panies roug Qu nati 


N 0 WwW: 
| as 
| 
| | 
N. MICHIGAN AVE. @ CHICAGO 11, ILL. 


RIGHT 


OFF THE DOCKET 


The trend of litigation on workmen’s health and accident 
compensation is reflected in these briefs on the latest and 
* most representative cases coming to trial in the intervals +” 


between issues. 
every industrialist. 


Familiarity with this trend is important to 
Clip cases and file for future reference. 


Employee Injured Attempting 
to Fix Power Belt 

Employee was 24 years of age. He 
began work for his employer less 
than three weeks before his injury as 
a filling carrier. He had the duty 
to distribute filling which was yarn 
wound around bobbins among the 
weavers. He carried it in baskets 
from bins in the stock room on the 
fifth floor to the weaving room on 
the second floor. 

On October 15th, 1945, he went 
to the stock room to look for filling, 
but there was none. He there saw 
Wanda Optaca, a yarn girl, who 
told him that the filling could not 
be used and would have to put on a 
stripper to be unwound. The strip- 
per received power by means of a 
belt driven by a 
pulley with over- 
head shafting. 

At the time, the 


A \ pulley was “off” 
the machine. By 
(MM direction ofa 


foreman, another 
employee tried to put the belt on, 
but it became tangled in the shaft, 
leaving a loop which hung down. As 
the foreman was leaving to report 
the condition, the carrier slapped 
the pulley with his hand and his 
left arm became caught in the loop, 
lifting him from the floor, fractur- 
ing the arm in three places. 

The insurer contends that there 
was no evidence that the employee 
“attempted to untangle” the belt. 
There was evidence to the effect 
that the employee thought that he 
could fix it, get the filling in and 
keep the weavers going downstairs. 
He thought that the belt was flap- 
ping on the shaft and that if he 
would give it a swing with his arm, 
it would become even again, so he 
hit it with his left hand and some- 
how it caught his arm. He said that 
he was going to hit it once and if it 
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did go around, he was going to stop. 
He hit the belt just once, in his at- 
tempt to straighten it out. 

It was concluded that the injury of 
the employee, although sustained by 
his own possible negligence, was not 
due to any wilful misconduct. 

It was concluded that he was en- 
titled to recovery and that his injury 
did arise out of and in the course of 
his employment. 

Demetere’s Case, 

Supreme Judicial Court of Mass., 
December 3, 1947, 

76 North Eastern Reporter, Second 

Series, Page 140 
Night Watchman Accidentally 
Shot And Killed 


Ben Bruce was employed at the 
time of his death and for some time 
prior thereto as night watchman for 
the Southern Cotton Oil Company, 
doing business in Sheffield, Ala- 
bama, and which company was sub- 
ject to and governed by the Work- 
men’s Compensation Law. 

The company was engaged in the 
processing of cotton seed for the 
purpose of obtaining cotton seed oil 
therefrom. The plant consisted of 
about 3 acres of land on which there 
were ten buildings, among them be- 
ing an office building. Bruce’s duties 
as night watchman included watch- 
ing and guarding the whole of the 
plant against thievery, fire, depre- 
dation and other destructive forces. 
He carried a key to all buildings 
including the office building. His 
work hours were from 6 P. M. to 
6 A. M. 

His immediate superior was J. B. 
Thompson, who had a son, a very 
young boy, known affectionately by 
Bruce and mcst all the officials and 
employees as “sonny”. Sonny fre- 
quently visited the plant with the 
knowledge of the officials. Bruce 
and the child were particularly good 
friends and pals. It was common 
knowledge of the officials that Son- 


ny often made the rounds of the 
buildings with Bruce. 

On the date of the accident, Sonny 
and Bruce were seen together, walk- 
ing towards the office building. 
Sonny had a toy pistol. Mr. Bruce 
had before made inquiries as to 
where he could obtain leather with 
which to make Sonny a holster for 
the toy pistol. Bruce had been and 
was interested in making a holster 
for Sonny. As the two approached 
the office buliding, Bruce said to 
Sonny, “I'll give you a holster”. 

Bruce carried his own pistol, a 
45 calibre one on his person in work. 
In the office in the desk drawer of 
the company cashier was a company 
owned 32 calibre pistol which was 
in a holster loaned to the company 
by Bruce. 

This gun was occasionally used 
by Bruce with the knowledge and 
acquiescence of the company of- 
ficials with which to shoot rats in 
the company buildings or on the 
company property. The company 
owned 32 pistol was kept on the 
premises by the company to be used 
by any of the employees of the com- 
pany who had not been equipped 
with a pistol for protecting the em- 
ployees and the property of the 
company, and it was not entrusted 
by the company to any definite em- 
ployee but was kept in the desk 
which was used by the cashier. 

Sonny laid his 
toy pistol on the 
cashier’s desk. 
Bruce opened the 
desk drawer, se- 
cured the compa- 
ny pistol, removed 
it from his hol- 
ster, laid the company pistol down 
on the desk and picked up Sonny’s 
toy pistol. Sonny returned to the 
desk, picked up the pistol which was 
at the moment lying on the desk, 
and pulled the trigger of the com- 
pany pistol, shooting Bruce, who 
died shortly as a result. The shot 
was heard shortly after Bruce and 
Sonny went to the building. 

The record reveals that Bruce 
used the office with company know- 
ledge and that the office was Bruce’s 
headquarters. He kept his coat and 
hat and his personal belongings 
there. He answered the phone for 
the company there when other em- 
ployees had gone from work or were 
not there. Sometimes he ate there. 

Bruce was handling the company’s 
pistol at the time. It was the com- 
pany’s contention that it was not 
for the company’s benefit but for 
the sole purpose of obtaining his 
holster to give his young friend. 
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THAN FOR ANY OTHER SHOE BRAND 


Everybody knows and almost everybody wears 
Thom McAns. Put this fact to work to help solve 
your plant’s foot safety problems. 


In Plant after plant we’ve proven that when safety 
shoes are available in a brand workers know and 
trust — Thom McAn-— workers buy them willingly. 
And they wear them willingly too —for Thom 
McAn Safety Shoes are comfortable. 


Yes, workers go for Thom McAns. That’s why 
Thom McAn Safety Shoes have worked wonders 
with plant foot-safety records everywhere. 


Here Are 2 Easy Ways To Make Thom McAn 
Safety Shoes Available to Your Men: 


1. At Absolutely No Cost To You —the nearest 
Thom McAn Store will stock Safety Shoes for 
your plant. Trained Thom McAn Fitters insure 
your men the.utmost in foot comfort. 


2. If no Thom McAn Store is near you, or if you prefer 
to continue your own Plant Safety Shoe Department — 
we'll sell Thom McAn Safety Shoes directly to you at 
special wholesale prices. 


For complete details write 


Make this store 
your Safety Shoe Dept. 


today to: Thom McAn Safety 
Shoe Division, 25 W. 43rd 
Street, New York 18, N. Y. 


a... AND MORE MEN GO FOR 
jown 
any’s 2 
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desk, 
com- 
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now- 
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THOM McAN—THE SHOE EVERYBODY KNOWS — AND ALMOST EVERYBODY WEARS = 
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The holster belonged to the de- 
ceased. He had used it in connection 
with his duties as night watchman. 
It encased the company pistol used 
by Bruce and officials of the com- 
pany alike. When Bruce placed the 
pistol in the holster it could not be 
reasonably said that he was not 
doing an act incidental to his em- 
ployment. He had a right to re- 
trieve the holster and in doing so, it 
was also incidental to his employ- 
ment. The fact that he wished to 


present the holster to the boy rather 
than to keep it or return it to his 
house is of no importance. 

Court concluded that at the time 
the deceased was shot, he was en- 
gaged in duties incidental to the 
employment and was, therefore, en- 
titled to recovery in the instant case. 
Southern Cotton Oil Company vs. 

Bruce, 

Supreme Court of Alabama, 
November 6, 1947. 32 Southern 
Reporter, Second Series, Page 666 


Prevent 
Time 
Loss 


Supply workers with 
Du Pont PRO-TEK, 
the hand cream that 
acts like an invisible 
work glove. Rubbed on ge 
the hands and arms be- 
fore starting work, it 
guards the skin against 
paint, grime, insoluble 
cutting oils, etc. Easily 
washed off with water 
when the job is done 
... it takes all the grime with it. 

Ask your jobber. Or write 
E. I. du Pont de Nemours & 
Co. (Inc.), Wilmington 98, 
Delaware. 


REG. U.S. PAT. OFF. 


BETTER THINGS FOR BETTER LIVING 
... THROUGH CHEMISTRY 


PRO-TEK 


REG. U.S. PAT. OFF. 


HAND PROTECTIVE CREAM 


Motorman Injured By Object 
Thrown Against Streetcar 

Moak was employed as a motor- 
man on a streetcar on 75th Street in 
Chicago. At approximately 6:20 P. 
M. on the date of the injury, he 
prepared to stop the car at a regular 
stop on the line, to allow some pas- 
sengers to alight. The car had almost 

come to a_ stop, 
he was get- 
\ting ready to open 
CE Dis! ‘the door when he 
py ‘ shout “Look out”. 
He turned his 
head to see what 
was happening just as something 
struck and shattered the front mid- 
dle window of the car, and a 
fragment of glass from the broken 
window entered his left eye. He 
brought the car to a stop, and then 
was taken by a passing motorist to 
a doctor. After two years of treat- 
ment, the vision in the injured eye 
was reduced to 20/200, being com- 
plete industrial loss of sight. 

There seems to be no disagree- 
ment that something did strike the 
streetcar window, however, it is the 
company’s contention that is was a 
football thrown by a boy standing 
on the north sidewalk to another 
boy across the street. The object 
which struck the window was never 
found. 

The sole question involved is 
whether the injury sustained arose 
out of the employment of the motor- 
man. It is conceded that it was ac- 
cidental and in the course of his 
employment. 

It is claimed that the cause or 
force that broke the glass must be 
shown to have had its origin in some 
risk of employment; that there must 
be a casual relation between it 
and the employment; and that the 
throwing of the football was a vol- 
untary act of a third party, un- 
connected with the employment. 
Further that the motorman was not 
subjected to any greater risk than 
anyone passing along the street, as 
the football could have just as easily 
struck a pedestrian or an automobile 
as a streetcar. 

It was concluded based upon the 
latest decisions involving this type 
of a situation that where children 
play in the street, particularly in a 
city of the size and density of popu- 
lation of Chicago, that under these 
facts, the hazard caused by activities 
of play is as much a risk of the 
street as is the ordinary traffic ac- 
cident. 

An award was, 
firmed. 


therefore, con- 
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Moak vs. Industrial Commission 
et al, 
Supreme Court of Illinois, 
November 20, 1947. 
75 North Eastern Reporter, Second 
Series, Page 859 


Employee Claims 
Cancer From Injury 

HARLIE SCOTT was employed 
[ at the magnesium plant. On 
March 27, 1944, and while working 
on a truck hauling chemical cans in 
a high wind, 


“something blowed in 
my eye’’ which 
“burned just like 
fire and kept on 
burning”. He was 
given first aid 
treatment at the 
plant for about 
ten days and then 
sent to an eye specialist, who treated 
him for some time and finally on 
May 7, 1947, he was discharged. 

At the time Scott was taken to the 
eye specialist, Charlie had a fleshy 
non-malignant growth, of common 
occurrence, known to the profession 
as a pterygium, which encroached on 
the cornea or clear part of the eye. 
This growth had developed gradually 
over a period of years. At the time 
he first came to the doctor, Charlie 
was then suffering from general ir- 
ritation or inflammation over the 
entire right eye, designated as con- 
junctivitis. This latter condition was 
treated and the eye cleared and re- 
turned to normal, except for the 
pterygium which remained. 

In February of 1946, after having 
been away from the magnesium 
plant for about 15 months, he then 
went to a doctor who found “a very 
unusual looking tumor across the 
front of the eye”. A portion of this 
tumor was removed, tested, and 
found to be cancerous and “because 
it was a fairly early cancer’, the 
doctor removed Charlie’s eye, to 
save his life. 


Prior to the date of the accident, 
in 1944, Charlie had never had any 
trouble with his eye. The doctors 
testified that in their opinion, the 
accident on March 27, 1944, and the 
inflammation or irritation then 
caused by it, had nothing to do with 
the cancerous condition found to 
exist approximately two years later. 
The cause of cancer is not scientifi- 
cally known, although there is a 
theory that where a non-malignant 
tumor exists, a continuous or chronic 
irritation hereof, might cause it to 
become malignant or cancerous. 

The claimant was unable to dis- 
close at the time that he was ex- 
amined by the doctor shortly after 
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in 1944 that the pterygium was can- 
cerous. There was no proven casual 
connection between the accident and 
the disability. 

The claimant proved nothing more 
than that an accident occurred to his 
eye in March, 1944, which irritated 
and inflammed it at the time; that 
such inflammation was acute and 
disappeared as the result of treat- 


have been a contributing cause. This 
was contradicted by the opinion of 
his own doctors, and in the absence 
of further evidence, does not under 
the decisions constitute any compe- 
tent evidence of casual connection 
between the accident and the injury. 
Claim disallowed. 
Charlie Scott vs. Liberty Mutual 
Insurance Company, 


ment; that the growth on his eye 
was not then malignant; that in 
February, 1946, same was malignant; 
and that the accident might possibly 


Court of Civil Appeals, Texas, 
June 14, 1947, 

204 South Western Reporter, 
Second Series. Page 16 


HERE’S THE ANSWER 


TO 


YOUR PLANT SMOKING PROBLEM 


at UNIT No. 2 
Canister and 


NG sign alone, for 
is mounting on 


walls, columns 
or posts. 


UNIT No. 1 
Canister and 
sign complete 
with upright 
and cast base. 


THE SIPCO SAFE SMOKER 


Whether you allow smoking in your plant or have 
restricted areas, the SIPCO SAFE SMOKER is a 
practical solution to your smoking problem. 

The fire hazard is completely eliminated because 
the SIPCO SAFE SMOKER instantly extinguishes 
cigars, cigarets and matches. There is no smold- 
ering because the canister is partly filled with 
water. 

SANITARY—the canister is easily detached for 
cleaning. 

Especially designed for hard industrial abuse, the 
SIPCO SAFE SMOKER is both practical and 
attractive. Modestly priced, the SIPCO SAFE 
SMOKER is now used by many of the nation’s 
largest industries. 


Send For Literature 


STANDARD INDUSTRIAL PRODUCTS CO. 


1710 MAIN STREET - PEORIA, ILLINOIS 
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HOUSEKEEPING THROUGH 
00D LIGHTING 


| Merit Award Winners 


~ i Lighting Exposition 


Entry No. 355—-Characteristic of a well-lighted work area are the clean The two case studies of industriel lighting 
aisles, neat work benches and carefully stacked materia. presented here were declared Merit Award 
winning entries by o group of competent 
lighting experts at the 2nd International 
Lighting Exposition and Conference. They 
were given these awards because they j 
illustrote the benefits management de- 
rived from correct lighting and because I 
the installations are readily adapted to 
other plants. 


OOD lighting installations en- 

courage good plant housekeep- 

ing as evidenced by the pic- 
tures shown to the left. The modern, 
easily installed lighting equipment 
shown in these pictures can easily 
transform a work area from a dingy, 
health-hazardous place to a clean, 
efficient and safe area. Besides in- 
creasing the level of housekeeping, 
such a plant automatically increases 
its rate of production. 

Entry No. 355 was submitted to the 
Entry No. 102——BEFORE: Dirt, grime and a general air of disorder and bad Lighting Exposition by the A.C. Elec- 
housekeeping is apparent in this plant prior to installation of modern tric Company of Milwaukee. Instal- 

lation included equipment by Gen- 
eral Electric and Goodrich with paint 
by Pittsburgh Plate Glass Co. 

The General Electric Supply Co. 
of Newark, N. J. submitted Entry 
No. 102. These “before” and “after” 
pictures definitely depict the advan- 
tages gained by management when 
adequate light is supplied to a work 
area. The transformation can be 
nearly miraculous. Details of the 
installation data on either of these 
entries can be obtained from the sub- 
mitting companies. 


Entry No. 102—-AFTER: The same shop after 
engineered lighting equipment has been installed! 
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Edmont 


TRADE MARK REG. U.S. PAT. OFF. 


No Rubber 
-to-Skin 
Contact 


LOOK FOR THE 
FABRIC LINING 


with Edmont 


Redmont 


Gauntlet 


(14" overall length 
10° and 12” overall 


knitwrist styles available 


See your Safety Equipment or Industrial Supplier. 


YOUr best 
insurance 
against 


POSITIVE HAND PROTECTION 


the protective glove for industry 


For the best of protection let the exclusive safety 
No. 934 features of Edmont work gloves guard your work- 


ers’ hands against costly irritations and injuries. 


Edmont 529 St., Coshocton, Ohio 


Jackson’s Vlew Headrest Goggles 
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TOPICAL ANESTNETIC OINTMENT 


A NEW DISCOVERY 


Only Americaine Ointments contain 


20% BENZOCAINE IN SOLUTION 


The unique combination of the active ingredients of 
Americaine Ointments make them ideally suited for 


treating industrial burns, surface injuries and derma- 


toses. Americaine Topical Anesthetic Ointments— 


clear or with chlorophyll—bring rapid relief from 
pain and itching and prevent surface infections in 


many types of injuries and dermatologic conditions 


encountered in industry. 


Americaine Topical Anesthetic Ointments facilitate 


healing by (1) preventing and controlling surface 
infection, (2) alleviating pain, (3) relieving itching 
and (4) by stimulating normal cellular regeneration. 
The prolonged action of Americaine Ointments means 
fewer trips to the first-aid station for the injured 
worker. 


¢ 

SPECIAL INTRODUCTORY OFFER 
Americaine, Inc. 

166 W. Jackson Blvd. 

Chicago 4, Illinois 

Please send me four l-ounce tubes of Americaine Ointment 
Clear and four 1-ounce tubes of Americaine Ointment with 
Chlorophyll. After using these Ointments for 30 days | will 
either approve the $7.04 invoice for payment or return the 
unused portion, if any, and there wil! be no charge. 


Name 
Address 
City .. 


HORSEPLAY 


Horseplay is not fair play. Another 
worker threw a wet towel rolled into a 
ball and struck this man in the eye. 
Besides causing him considerable pain, 
this injury slows down production in 
the plant, affecting employees and 


employer alike. Many serious acci- 
dents result from horseplay—acci- 
dents which cause serious injuries and 
even death. Sensible employees do 


not indulge in that sort of sport. It 


doesn’t pay off! 
Northrup) 


(Photo: Leeds & 


470 Alabama 


YOUR 


Shine-All 


Serves the three fold purpose 
of Cleaning, Polishing and Pre- 
serving the surface. Safe for 
all types of floors and wood- 
work. A neutral, liquid chem- 
ical cleaner dissolves grime and 
dirt. Efficient and Economical. 
Not being a soap or powder it 
does not have to be rinsed. Has 
stood the Test of Time for 
almost Half A Century. 

Approved by Flooring Manufac- 
turers and by Underwriters 
Laboratories as being Non-skid. 


Send for this | Floor Treatment and Maintenance 
new book, JOB SPECIFICATIONS 
full of help- 
ful informa- 
tion on 
proper floor 
treatments 
and efficient 
methods of 
modern 
maintenance, 
write for 
your FREE 
copy today. 


1947 BROADWAY. 


pistrisutors HILLYARD CHEMICAL CO. ST. JOSEPH, MO. IN PRINCIPAL CITIES New york 23.N. ¥. 


San Francisco 10. Calif. 
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NP 1 — SAFETY GOGGLE — New 
lightweight, comfortable safety gog- 
gle featuring an all-plastic frame 
with a single plastic acetate lens 
which provides maximum vision is 
announced by American Optical Co. 
The new AO 607 safety goggle is rec- 
ommended for wear directly over 
eyes or over spectacles for frontal 
protection against flying particles on 
jobs such as machine work, hand 


tooling operations, chemical and 
physical laboratory work, bottling 
operations, chipping and riveting. 
Designed of brown plastic, frame is 
such that it provides unobstructed 
side vision and excellent frontal pro- 
tection. No metal touches the skin. 


NP 2—WORK GLOVES— After 
neary six years of being off the 
market, GRAB-IT all-purpose rub- 
ber-coated work gloves are again 
available, according to the makers, 
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Edmont Mfg. Co. Due to constant 
research and advancements made in 
materials and production techniques 
these fabric-lined gloves with their 
natural rubber, rough finish are said 
to have new improvements such as 
better styling, greater comfort and 
higher wearing resistance. 

The work gloves are available in 
two styles, rubber coated all over or 
with fabric, ventilated back. For 
oily, greasy jobs this style may also 
be had in smooth finish, neoprene 
coated all over or with ventilated 
back and neoprene coated palm. 


Our attention has been call- 
ed to a printer’s error which 
appeared in the February 
issue of OCCUPATIONAL 
HAZARDS under New Prod- 
uct item number 13, which 
concerned itself with the new 
Scott Air-Pak manufactured 
by Scott Aviation Corporation. 
The correct name of this unit 
is “Senior Sling-Pak Model 
6000-B4. As was described in 
the copy (but not shown 
clearly in the photograph) the 
unit is a completely self-con- 
tained breathing apparatus and 
not merely a mask. 


NP 3—-COATING COMPOUND FOR 
SPRAY BOOTHS—A new coating 
compound for use on the walls of 
paint spray booths has just been an- 
nounced by Detrex Corp. The new 
compound can be used for facilitat- 
ing maintenance on both wet and 
dry spray booths but has character- 
istics that make it especially advan- 
tageous for use on the walls of dry 
booths. The material can be applied 
to booth walls with a brush or spray 
gun. This coating dries and forms a 
continuous coating to which paint or 
spray adheres. When necessary to 
clean up the booth, the coating can 
be peeled off in a sheet and greatly 
cuts down booth clean-up time, be- 
sides making the job much easier to 
do. There is no fire or health hazard 
in the application of this material. 


NP 4—WASTE CAN—A new con- 
tainer for storing oily rags and sim- 
ilar inflammable waste is announced 
by The General Detroit Corp. Called 
Safe Guard Combustible Waste Cans, 
the new containers are available in 
both pedal and manually operated 
models and in 7, 9, 12 and 15 gal 
sizes. 

Outstanding features of the new 
containers include cylindrical 


body which extends all the way 
to the floor; a bottom which is re- 
cessed and soldered into the can for 
extra strength; and strong carrying 
handle which is rivited to the body 
of the can as well as to the lid. 
Heavy circular beading around the 
top and bottom serve to reinforce 
the can. The entire container is con- 
structed of heavy gauge, rust-proof 
zinc-coated steel. 


NP 5—SAFETY PLIER—To prevent 
injury to operators, and damage to 
dies, a new light, soft-nosed plier 
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has been developed by Safe-Play Co. 
The tool weighs less than 5 oz. and 
holds small parts securely by pres- 
sure from a spring in the handle. 
The operator grips the handle to 
open the jaws. 

The jaws are straight aluminum 
alloy bars which are shaped cold in 
the user’s plant to fit the small part 
to be handled. These jaws will not 
damage the dies and are replaceable 
if smashed or if a different shape 
is desired. 


NP 6—ILLUMINATED TALLY 
BOARD—A unique electrically illu- 
minated tally board called The 
Tally-Lite, has just been developed 
by Clyne Mfg. Co. The device throws 
a clear light on tally sheets for 


speedy checking or where there is 
little or no light. The unit is com- 
pact and sturdy, fitting comfortably 
and light in one hand. It eliminates 
the need of awkward flashlights and 
fire hazards caused by lanterns or 
matches. The safety factor is im- 
portant in mines, shipholds, railroad 
cars, industrial plants and all places 
where there is poor illumination for 
checking and time-study work. The 
light assembly, backboard and 
clamp are designed for heavy duty, 
yet the entire unit with batteries 
weighs cnly 24 oz. 


NP 7—SAFETY SEAT—Buckingham 
Mfg. Co. have announced a new 
industrial safety seat with shoulder 
harness which incorporates several 
important safety factors. Equipment 
includes a rigid seat that hooks into 
a saddle and cannot become disen- 
gaged while in use. Safety harness 
attached to a clamp well up on a 
supporting rope or cable does not 
interfere with worker’s freedom of 
motion. 

Belt is made of four-ply cotton 
webbing, moisture proof, mildew re- 
sistant and securely stitched and riv- 
eted. Safety hook is hand forged 
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from quality steel. Belt is fitted with 
both a ring and snap fastener for 
carrying tools and accessories. All 
rings are drop forged. 


NP 8—FIRST AID KIT- Because 
of its container and compactness the 
Bullard Cylindrical First Air Kit is 
adaptable to use everywhere. Its 
streamlined construction with snug 
fitting bottom held in with two clips 
keeps moisture and dust out. Rug- 
ged mounting allows the kit to with- 
stand vibration and hard usage. 


Contents are conveniently packed 
in a canvas Bullard Roll-Up, which 
fits inside the container. This keeps 
all elements in handy working ar- 
rangement with each unit clearly 
marked for easy identification. The 
entire Roll-Up is quickly removed 
from the case to be carried to the 
scene of the accident. 


NP 9—FLOOR MACHINES — 
All models of Hild Shower-feed floor, 
rug and carpet machines are now 
being produced with a completely 
new designed solution storage tank. 
The new tank adds to the efficiency 
of the machine and makes it much 
more efficient to use. The large 
opening of the new tank permits 
rapid filling from a pail without risk 
of spilling.. A removable, perforated 
brass screen in the opening strains 
out foreign matter. Large drain 


cock at rear of tank permits entire 
tank to be drained in four minutes. 
Ample clearance is provided to set a 
3 gal. pail under the drain cock so 
that the operator need not be pre- 
sent while the tank is being emptied. 
The weight of the tank and solution 
are now carried lower on the han- 
dle. The center of gravity is lowered, 
which results in better balance, 
easier control and greater scrubbing 
efficiency. 


NP 10—RUBBER-COAT MASTER 
FLAT—The Wilbur & Williams 
Company now manufacture a new 
rubber-base flat wall paint especial- 
ly designed for use where highly 
decorative finishes are desired, yet 
eliminating the flame-spread hazard 
of oil paints. Besides being fireproof. 
the paint is resistant to fungus and 
is applied safely to new damp walls 
or old. 
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new Cunningham “Utility” Marking 
Holder is now available. A wide 
range of slot sizes is included in the 
outfit, according to M. E. Cunning- 
ham Co. The new range of “Utility” 


Holder sizes includes % in., 3s in., 
% in., 5g in., 3%4 in., etc., up to 2 in. 
slots, making possible the stamping 
of long part or stock numbers down 
to small serial numbers in the 
smallest type size. Nine sizes of type 
characters from ; in. through ™% in. 
size may be used in the same “Util- 
ity” Holder. 


NP 12—PHOTO-ELECTRIC COM- 
BUSTION SAFEGUARD— Combustion 
Control Corp. have recently intro- 
duced their Photo Electric Scanner 
Type 45PH5 for flame failure protec- 
tion on oil burners. The equipment 
guarantees instantaneous burner 
shutdown in case of flame failure, 
thus providing a positive and imme- 
diate safeguard against this import- 
ant and ever-present explosion haz- 
ard. 


The scanner is small but rugged, re- 
sulting in flexibility of location on 
any burner. Photo tube and vacuum 
tube amplifier are housed in a com- 
pact, dust-tight aluminum case. 
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NP 11—MARKING OUTFIT— The 


Maintenance Base—San Francisco 


Duo 


UNITED AIR LINES " 


MISS NO BETS | 


7 BRADLEY DUOS oa 
Do the Work of 14 


Conventional Wash Basins a 


Maintenance supervisors, whether in transportation activities, 
industrial plants, institutions or public buildings accept the 
Bradley DUO as “TOPS” for sanitation and savings. There are no 
faucets—hands touch nothing but the clean spray of water—foot- 
control operation eliminates chance for skin infections; a touch 
ofthe footturns spray “on” and removalautomatically shuts it “off”. 


EACH BRADLEY DUO-WASHFOUNTAIN ACCOMMODATES 

TWO PERSONS SIMULTANEOUSLY 
Since ONE DUO takes the place of TWO single-person wash 
basins worthwhile economies are realized in space saved, piping 
connections eliminated, janitor work minimized and reduced 
water consumption. The bowls of DUO-Washfountains are fin- 
ished all-over in white acid-resisting vitreous enamel. They are 
nationally distributed through plumbing wholesalers....... 
BRADLEY WASHFOUNTAIN CO., 2259 W. Michigan Street, 
Milwaukee 1, Wisconsin. 


A NEW CATALOG IN FOUR COLORS 


A big new 24-page catalog colorfully illustrating the complete . 
Bradley line is yours for the asking. It is a handy reference guide 
for sanitary, dependable, modern wash fixtures. 


BRADIEV? 


NOW 


; 
| 
x 
4 
2 
| 
35 
- 


COST OF DERMATITIS 


From Page 19 


The average number of calls made 
by employees suffering from derma- 
titis on the employer’s time was 7.9. 
The average length of the first call 
to the dispensary was 19 minutes 
and the total average time spent was 
145 minutes. 

The nurse spent an average of 48.4 
minutes on each dermatitis case, in- 
cluding time spent on reports, etc. 
Doctor’s care was required in 57% of 
the cases and each case required an 
average of 7.8 number of treatments 
using medicine and bandages before 
the infection was cleared. 

Costs for doctor’s calls ranged 
from $2.00 to $41.00, and the average 
medical expense was $10.97. Only 2 
cases were paid compensation and 
no vermanent disability payment 
was made. The grand total cost of 
dermatitis cases ranged from $1.36 
to $122.95, and averaged $28.03. 


Source of Data 

The methods used by Mr. Windsor 
in arriving at these costs were ex- 
plained in detail in the March issue 
of this magazine. The report from 
which the cost of dermatitis figures 


are taken embraced a study of 3,853 
cases of industrial accidents and in- 
juries at Le Tourneau, Inc., at Peoria, 
Il. 


Material for the study was col- 
lected from the following sources: 
(1) First aid accident reports; (2) 
The company physician’s reports; 
(3) Monthly and yearly summary 
reports by the head nurse of the first 
aid dispensaries; (4) Final report 
and settlement receipts of the In- 
surance Department; (5) Hourly 
wace and overhead-cost records of 
the Cost Accounting Department; 
(6) Receipts in the office of the In- 
surance Department; (7) The rec- 
ords of the Tabulating Department 
relating to the cost of that depart- 
ment for tabulating, recording and 
reporting occupaticnal injuries; (8) 
Records of the Safety Department: 
‘9) Employees who suffered injuries 
in the study; (10) Foremen and 
supervisors of the injured em- 
ploys; (11) Records in the Safety 
Department made by a safety en- 
gineer through observing and timing 
injured employee waiting for or re- 
ceiving medical service. While col- 
lecting data for the study of costs 
of dermatitis cases, numerous visits 
were made by a safety engineer to 
the main disvensary at Le Tourneau 


in order to determine how much 
time was lost during each first aid 
call. 

Medical supplies included costs of 
bandages and medicines used at the 
first aid station in the treatment of 
the injury. 


Overhead Costs 

The two factors considered in the 
overhead cost of injuries are em- 
ployer’s time lost in hours and the 
continuing overhead charges for the 
department while the worker was 
away from the job. For the purpose 
of this study the overhead continues 
during total employer’s time a 
worker is away from the job, even 
though the services of the worker 
may, for a time, be worth much less 
than their normal value. 

As was pointed out in the original 
article which introduced this “Cost 
of Accidents” series (March OCCU- 
PATIONAL HAZARDS magazine) 
though much data was collected by 
Mr. Windsor on cost items such as 
that mentioned in the last line of the 
paragraph above, they were not used 
in the final report. The only figures 
used are those that are reliable and 
substantiated. They admit small 
room for questioning as far as their 
accuracy or authenticity is con- 
cerned. 


pressure. 


COMPLETELY SELF-CONTAINED: 


No dilution and no contamination. 


User steps on 
Peda-Spray Dis- 
penser, automati- 
cally starts spray- 
ing feet at first 


for Foot 


WITH 20-YEAR GUARANTEE FEATURE 


User merely 
“marks time,” 
gets complete 
application. 


_ INDIVIDUAL APPLICATION: 


Each user gets his own application 


3. 


Economical! 

3200 applications 
per gallon of 
Peda - Spray 
Solution. 


__NO SPECIAL INSTALLATION: 


Just keep Peda-Spray Solution in the 


Requires cf attention. of full-strength solution. Dispenser. 
* SUCCESSFULLY USED IN INDUSTRY — SCHOOLS — INSTITUTIONS — CLUBS °* 
For full particulars and list of enthusiastic users, write: 
DISPENSER MECHANICALLY PEDA SPRAY COMPANY, INC. SALES AND SERVICE 
GUARANTEED 20 YEARS 26 East 42nd Street throughout the nation 


NEW YORK 17, N. Y. 
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Tarbonis has solved the costly prob- 
lem of industrial skin irritations in 


Are These 


hundreds of plants just like yours. 


clothing. It disappears quickly after 
mild rubbing, hence does not interfere 


with workers’ efficiency. Tarbonis not 


only clears up manyskin reactions due 
to irritants used in industrial oper- 
ations, but helps prevent them too. 


the: Irritants? Presenting an extract of tar in a 
Cutting Oils greasless, odorless, colorless vanish- 
Formaldehyde ing cream base, it does not soil skin or 
a Send for a sample of Tarbonis TODAY 
Metal Dust 
Chemicals THE TARBONIS COMPANY 


Urea and Phenol 
Plastic Compounds 


4300 Euclid Avenue e Dept. OH ® Cleveland 3, Ohio 


Brine Please send TARBONIS sample and literature to: 


Acid-Type Foods 


Foodstuffs Company. 


Reagents 
Naphtha Address 


Soaps 
Detergents By 


Dept. 


DOLGE PREVENTO 


FOR LONG LASTING SKIN PROTECTION 
AGAINST CHEMICAL IRRITANTS 


PREVENTO Cream, applied to hands and arms, 
gives hours of skin protection to your employees 
who use cutting oils or who are otherwise exposed 
to chemical irritants. It is a valuable aid in pre- 


venting dermatitis. Spreads evenly, quickly— 
van.shes when washed off. 


The type of PREVENTO for those working 
with coolant is also an excellent cleaner, remov- 
ing stubborn grime easily and without irritation. 


HI-SUDS 
Removes Grime Completely, Safely 


Works gently, safely on the toughest shop grime—on 
cutting oils. Cream-colored Hi-Suds powder is soft to 
the touch, makes an cbundant, fluffy lather in either 
hard or soft water, which removes grime quickly and 
pleasantly. Contains a sterilized vegetable emollient 
ingredient that ects as an absorbent. 


HANDEEZ 


Prophylactic Cleaner 


Shop workers like HANDEEZ because it lifts grime off 
quickly and leaves skin feeling fit. Contains no harsh 
abrasive but instead a gentle emulsifier is blended 
with a sterilized vegetable emollient. Minimizes the 
hazard of dermatitis by removing cutting oils and 
other grime quickly and without harm to skin tissue. 


Write for booklets, “Cutting Oil Dermatitis—Causes and Prevention” and “Be Kind to These Hands”. 
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After five hours of rescue attempts, workers 
wrecked a huge Cambridge boiler to extricate a 
210 pound, 63-year-old mon who had become 
hopelessly trapped in an exit. Pressure and heet 
from the torches caused the man’s legs to swell 


twice their normal size. He collapsed upon rescue. 
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DETEX... 


Ask about the DETEX GUARDSMAN which 
provides unbroken mechanical supervi- 
sion during long week-ends and ex- 


tended plant shutdowns. 


DETEX 


DETEX warcucrocx corr 
PATROL 
ALERT ‘ Dept. 0-4 

ECO 76 VARICK STREET, NEW YORK 13, N. ¥. 
NEWMAN _esSales and Service in All Principal Cities 
GUARDSMAN 
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And Sudden Injury 


LD George wasn’t as young or 
O agile as he used to be, but he 

wouldn’t admit it to anyone— 
least of all to himself. 


In spite of the fact that he tipped 
the scales at 210 pounds and that he 
had recently celebrated his 63rd 
birthday, George loved to tell the 
boys at the plant that he could still 
do anything in the way of mainte- 
nance work that any 2l-year-old kid 
could do—and do it a hell of a lot 
faster! The plant super knew differ- 
ently, but rather than hurt George's 
feelings, kept his thoughts to him- 
self. He did attempt, however, to see 
that George was assigned work on 
the maintenance crew in keeping 
with the man’s age and girth. If 
George became suspicious of the 
duties assigned him, he did not show 
any outward signs of it. He dutifully 
cleaned machinery and floors, washed 
ground floor windows and kept the 
furnace going. He did, however, 
manage to spend more time in de- 
scribing to others his ability to out- 
maneuver any man on the mainte- 
nance crew. 


Finally came the day when the 
plant super was called out of town. 
That same day a man previously 
assigned to cleaning out one of the 
plant’s boilers became ill and was 
sent home. No one knows who—if 
anyone — told George to take over 
the assigned duties of the sick work- 
er. But “take it over” is exactly 
what George did... 


Dead serious in getting the job 
done, he attempted to lower him- 
self into the tube and crammed his 
210 pounds into an opening barely 
large enough to accommodate one of 
his huge legs. He got stuck — but 
good! 


It took five hours to rescue George 
from his predicament. The big boil- 
er had to be completely wrecked be- 
fore the job was done. The heat of 
the cutting torches caused George’s 
legs to swell twice their normal size. 
None of his fellow workers kidded 
George about his past boasting. They 
didn’t have to. Pain made him real- 
ize that there was no future in being 
foolish. Pain made him realize that 
it pays to act one’s age. He collapsed 
upon rescue and was taken to the 
hospital, where he eventually recov- 
ered—a much wiser man. 


TODAY! 


Reduce fire and 
explosion hazards 


EXIDUST 


CENTRAL VACUUM 
CLEANING SYSTEM 


Improves health conditions 
Cuts cleaning costs 


EXIDUST CLEANS 


Floors, walls and ceilings 
Pipes and machinery 
Furniture 


EXIDUST REMOVES 
Lint and Cotton 
Grit and filings 
Bolts and nuts 
Vermin and bacteria 
Dust, dirt, sawdust 
Chemicals 
Glass and metals 


EXIDUST RECLAIMS 


Fuel and chemicals 
Lint and paper 
Sand, powder, rubber 
Metals and other 
materials 


EXIDUST is THOROUGH 


Cleans whatever it touches. 
Average operator can clean 
4000 to 5000 square feet per 
hour. EXIDUST cuts 
cleaning costs 20% to 25%. 
EFFICIENT... ECONOMICAL 
EXHAUSTER has only one 
moving part. Made in various ca- 
pacities and supplied with full range 
of cleaning tools. 


BE SAFE—SAVE MONEY 


MAIL THIS 
EXIDUST 


COUPON lustrval Vacuum Cleaners 


Allen Billmyre Division 
LAMSON CORPORATION 
515 Lamson St., Syracuse, N. Y. 


Please send me—free of charge—your Bulletin 
#D-4 on EXIDUST Vacuum Cleaning Systems. 


—Cleans Thoroughly 


EXIDUST Whatever It Touches 
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O.D. HAZARDS IN GLASS PLANTS 
From Page 24 


They-issue each man two respirators. 
One is cleaned while he wears the 
other one. After cleaning, the res- 
pirator is placed in a paper or cello- 
phane bag ready for delivery to the 
workman when he goes to work the 
next day. 

In addition to the twenty plants 
manufacturing glass in Ohio, there 


are nine that do decorating only. 
Some of the glass manufacturers also 
decorate their ware. 

Decorating is done in four ways: 
one, application of a low melting 
colored frit which can be easily 
fused to the glass; two. cutting, 


which is done on a slow moving 
abrasive wheel; three, sand blasting, 
which erodes the surface of the ware 
so as to produce a frosted appear- 
ance; and four, etching with hydro- 
fluoric acid to produce fine lined 
engravings or a frosted effect. The 


A Spectacle in Safety! 


New Plastic Lenses Combine Lightness and 
Comfort with Durability and Protection 


Safe-T-vis, a product of The Uni- 
vis Lens Company, is made from 
a brand new allyl casting resin 
and is a brand new kind of eye 
protection. 


It’s Light! Two Safe-1-vis lenses 
weigh approximately what one 
case hardened glass lens weighs. 
This lightness, and the resulting 
comfort of Safe-t-vis goggles, 
means that workers wear them for 
8-hour protection on the job. 


It’s Durable! The use of allyl 
casting resin permits much greater 
surface hardness. Surface scratch- 


ing and abrasion is now a negli- 
gible factor while length of service 
multiples. 

It’s Resistant! Closely supervised 
field tests show Safe-T-vis’ superior- 
ity in chief causes of industrial eye 
injury. In impact tests, it withstood 
the drop of a 7g” steel ball from 
200 inches. Your own tests will be 
convincing evidence. 

Write for booklet containing 
details on the lenses that per- 
mit utilization of all of the good 
features of plastic... with none 


of the bad, 


8-hour Protection 
8-hour Comfort 


Lightweight Protective Spectacles 


A product of THE UNIVIS LENS COMPANY, Dayton 1, Ohio 


colored frit contains lead. As a re- 
sult all of the precautions which are 
necessary in the handling of that 
metal must be taken. There is no 
occupational disease hazard in the 
cutting unless the work is done on 
a sandstone wheel. Even then the 
amount of dust in the atmosphere is 
very low. In sand blasting every 
precaution must be taken to hold the 
dust in the room to a minimum. The 
work is generally done in special 
cabinets which are well exhausted. 
In some cases artificial grits have 
been substituted for the sand. Etch- 
ing is done by dipping the glass into 
a vat of hydrofluoric acid. The vap- 
ors from the acid will irritate the 
respiratory organs, the skin and the 
membranes of the eyes. They must 
be removed as they are formed and 
carried to the outside of the plant 
high enough in the air so that they 
will be dissipated to the extent that 
they will not be harmful to the 
people in the plant and in the 
neighborhood. 


Dermatitis Prevalent Hazard 


Dermatitis is prevalent in the glass 
industry. Such compounds as soda 
ash, potash, burned lime and hydro- 
fluoric acid cause irritations to the 
skin. All plants using acid for etch- 
ing provide their employees with 
rubber boots, rubber aprons and 
rubber gloves. These must be worn 
when handling the ware in and out 


Use 
Recognized 


Disinfectants! 


of the acid. Probably the best meth- 
od of preventing dermatitis is to pre- 
vent the irritable materials from 
contacting the skin. If that is not 
possible the best control lies in the 
use of soap and water. For this rea- 
son plants having a dermatitis haz- 
ard should provide plenty of good 
washing facilities for their em- 
ployees. 

Even though the occupational 
disease experience of the glass in- 
dustry has shown little silicosis, the 
employer must take all possible pre- 
cautions if he is to be sure that his 
employees are not to become silicot- 
ics. Whenever there is free silica 
dust in the air there is a hazard 
which must be carefully controlled. 
Since there are other occupational 
disease hazards in the glass plant, 
the industry must also be continu- 
ously on the alert to control them. 
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NEW CHAPTER OF A\S.S.E. 
Charter presentation to the Cincin- 
nati Chapter, American Society of 
Safety Engineers was held recently 
in the Hotel Netherland Plaza in 
Cincinnati, Ohio. Present at the 


banquet were 120 leaders in safety 
from the chapter area of Cincinnati, 


Hamilton, Middletown and _ other 
Ohio cities as well as northern Ken- 


tucky and _ southeastern Indiana 
within a thirty-five mile radius of 
Cincinnati. Toastmaster for the oc- 
casion was R. H. Nanz, vice-presi- 
dent of Schenley Distillers, Inc. A. 
D. Caddell, executive secretary of 
the national society, A.S.S.E. pre- 
sented the charter to Chapter Presi- 
dent Karl F. Krieg, president of The 
Philip Carey Mfg. Co. 


EDITOR RETIRES ... Announce- 
ment is made by Alfred M. Best 
Company, Inc., publishers of Safety 
Engineering Magazine, that Arthur 
C. Carruthers, one of the founders of 
the professional safety movement in 
this country, is retiring as Editor 
and will enjoy a new status of semi- 
retirement as Consulting Editor. Mr. 
Carruthers will be succeeded by 
Harry Armand who has been affili- 
ated with every department of the 


publication for the past 18 years. Mr. 
Arman Eas been serving as Manag- 
ing Editor in full charge of the edi- 
torial staff in production of the 
magazine and brings to his new pos- 
ition long experience and close con- 
tact with all phases of the safety 
field. 


NEW SAFETY DIRECTOR... D. 
Lovell Bafford has been appointed 
Director of Safety for the A. E. 
Staley Manufacturing Company, De- 
eatur, Ill. Mr. Bafford has been with 
the company since 1933. His new 
position makes him responsible for 
the safety practices in the many op- 
erations involved in processing corn 
and soybean products. 


The 52nd Annual Meeting of 
the National Fire Protection 
Association will be held at the 
Hotel Statler, Washington, D. 
C., May 10-13. 


SAFETY ENGINEER . . Carl F. 
Carlson has been appointed Safety 
Engineer for the Sperry Gyroscope 
Company at Great Neck, New York. 
Mr. Carlson, who is one of three 
35-year Sperry veterans, brings to 


VESTA-GLOSS 


is the ideal floor finish where both floor 


safety and floor beauty are important Tacky. 


VESTA-GLOSS 


The ONE Floor Wax that provides ALL SIX 


of these floor maintenance essentials (1) Slip 


considerations . . . and where heavy foot traffic necessitates 
a long-wearing, easily and economically maintained floor. 


VESTA-GLOSS is a scientifically balanced waterproof 


treatment for all types of floors. It dries (without polishing) 
to a tough, long-lasting, lustrous yet slip-resistant finish that 
is NOT TACKY and will not flake, crack or powder off. 
VESTA-GLOSSed floors are easily kept clean by simply 
sweeping with a soft brush or Vestal Buffing Mop. Write us 


for free demonstration. 
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cost. 


BRITEN-ALL 


A highly concentrated liquid 
cleaning compound for floors 
and woodwork. Briten-All is 
a neutral cleaner that cleans 
better, safer, easier—at lower 


Resistance (2) Wear Resistance (3) Water Re- 
sistance (4) Lustre (5) Self Leveling (6) Non 


Approved by Underwriters’ 


Laboratories 


VESTAL ELECTRIC 
FLOOR MACHINE 


Scrubs and polishes 
faster. Easy to operate. 
Safe. Exceptional- 

ly quiet. Sturdy, 
perfectly balanced 
construction. 
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@ BUILT FOR BETTER SERVICE@BUILT FOR BETTER SERVICE his new safety. post familiarity wit! 


all types of shop work and a keer 
Oue Ptece 


interest in industrial safety pro- 
grams. He is a member of the Met- 
Safety: 


Here’s practical, fine qual- 
ity protection at a price 
you can afford. 


Molded from one piece of sturdy fibre. No rivets to loosen, 
tear or burn out. Shock proof and light proof. Deep 
molded for positive protection. Well ventilated, comfort- 
able and easily sterilized. Convenient, quick adjusting 
headgear. 


Model 1250 shown here, is available with quick-chan 

ge 
metal coverplate, lense holder. Mr. Carlson 
ropolitan Chapter, A.S.S.E. and as a 
vice president of the Kings County 
Foreman’s Club has helped organize 


industrial safety clinics in this area. 


Write for our Welding & Safety Equipment Catalogs. 


DOCKSON CORPORATION 3839 wasasn: 8, MICH. 


SAFETY PROGRAM FOR INDUSTRY 
... A three-point program for safety 
in industry has been set up by the 
newly formed Industrial Safety 
Products Division of the Watson- 
Standard Company, Pittsburgh man- 
ufacturer of paints and finishes. The 
program includes complete cooper- 
ation with all safety organizations, 
extensive research directed at the 
creation of paints and finishes mini- 


@ BUILT FOR BETTER SERVICE oe BUILT FOR BETTER SERVICE 


@ FJDIANIS LING AIDIANIS YOILIING 


BUILT FOR BETTER SERVICE e a 


present labor to do more tasks—better! 
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IMITATED... but never EQUALLED 
There are many good sanitation products sold on the market today, 
but there is only one Systematized Sanitation policy. Gerson-Stewart’s 
practical, economical plan has effected important savings for hundreds 
of leading manufacturers for more than 30 years. And its success 
| has been due to after-sales satisfaction and service. Write today for cle 
complete information about this time-saving, labor-saving, money- ma 
| saving plan. by 
wil 
| Systematized Sanitation enables your pai 
| 
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sales manager of the new division. ke 
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INDUSTRIAL 
HOUSEKEEPING 


From Page 15 


as production. Fortunately, in most 
cases, the machine layout which is 
conducive to high production is us- 
ually the layout which is conducive 
to good housekeeping and sanitation 
as well. 

The fifth item is the mechanical 
means. The contaminating opera- 
tions must be controlled to achieve 
good housekeeping. Efficient control 
of contaminating operations not only 
reduces the health hazards and de- 
creases deterioration of the physical 
assets of the plant but is a major 
step in keeping the plant clean. 
These contaminating operations can 
be kept safe through: (1) proper 
and adequate exhaust ventilation, 
either local or general (local ventil- 
ation preferred); (2) segregation 
and enclosure; (3) substitution of 
non-toxic material for hazardous 
material. It should be pointed out 
that even when certain operations 
are segregated and enclosed, they 
may still require exhaust ventilation. 
Substitution is not always practical 
and the old saying that no matter 
how toxic the material, there is a 
way it can be handled safely, holds 
good, providing one knows some- 
thing about the toxicity and other 
physical and chemical characteris- 
tics of the substance. 

There are other things to consider 
in maintaining a clean factory which 
are quite evident and obvious, such 
as general painting and cleaning. 
Many plants are in a condition which 
appears practically beyond the point 
of rehabilitation as far as house- 
keeping and sanitation are concern- 
ed. It is surprising, however, what 
can be done to improve them by 


“Scrubbing 
Machines 
Promote 

Good 


Housekeeping 


cleaning and moving all unnecessary 
material out of the production areas; 
by rearranging machines; cleaning 
windows; installing cement floors; 
painting ceilings and walls as well as 
some of the machinery. 

Finally there are some factors that 
actually have very little to do with 
the production operations in the 
plant itself, but are an important in- 
fluence in maintaining good house- 
keeping and sanitation standards. 


APRIL, 1948 


One of these is a good medical de- 
partment, one which can set the 
tone or feeling for the whole plant. 


Illumination 

The second major factor which re- 
quires discussion is_ illumination. 
While all may be_ unconsciously 
aware of the advantages of good 
illumination, I believe that it would 
be advantageous to review some of 
the more’ important benefits. 
Through good lighting one can ob- 
tain: (1) greater accuracy in work- 
manship, (2) increased production 
and decreased costs, (3) better util- 


ization of floor space, (4) a greater 
ease of seeing, especially important 
for older employees, (5) a more eas- 
ily maintained cleanliness and neat- 
ness in the plant, and (6) better 
supervision. 


There is more to good lighting 
than the installation of good lighting 
facilities. Facilities and arrange- 
ments soon deteriorate without pro- 
per maintenance. Maintenance in it- 
self is a great help in providing the 
adequate quantity of light. Too often 
lighting facilities are installed and 
then forgotten. Periodic checks 


RESISTS 
= ACIDS 
AND 

CAUSTICS 


RESISTS 
EXTREME 


= RESISTS 


SKIDDING 


a word 


LONG-WEARING SAFETY 


Whether your problem is extreme heat or oily floors, the 
answer is Neo-Cord soles and heels on safety shoes. Genu- 
ine DuPont Neoprene combined with Gro-Cord’s exclusive 
Multi-Angle-Cord construction produces a non-slip sole with 
unusual long wear. Write for list of safety shoe manufac- 
turers. Gro-Cord Rubber Co., Lima, Ohio. 


*T. M. Reg. U. S. Pat. Off 
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should be made to insure efficiency 
of operation. The amount of light 
can often be increased without addi- 
tional consumption of power by 
cleaning or replacing old reflectors. 
Dirty walls, floors, and ceilings can 
account for as high as 25 per cent 
loss in the quantity of light. 


Sanitation 

The third major factor is personal 
service conveniences. Proper and 
adequate sanitary facilities in an in- 
dustrial establishment are the result 
of suitable equipment plus a good 
maintenance program. The advan- 
tages of providing the required type 
and amount of sanitary conveniences 
adequately maintained are so evi- 
dent that they require no detailed 
explanation. It should be sufficient 
to point out that cleanliness does 
much to set the general tone or feel- 
ing in the plant and thus motivates 
the employee to do a better job. 
When the employee works in a poor- 
ly maintained shop, he consciously 
or unconsciously assumes that his 
employer will accept inefficient and 
slovenly work. 

The correct method of approach to 
this important industrial problem is 
first, provide the necessary equip- 
ment; second, arrange for proper 
maintenance of that equipment; and 


third, educate the workers to take 
advantage of and cooperate with 
management in maintaining the 
equipment. 

It is the responsibility of plant 
management to supply clean, cool, 
and safe drinking water approved 
by the state or local health author- 
ities. If the plant should be located 
in an area where a municipal water 
supply is not available, local or state 
health department should examine 
and approve the water supply. The 
temperature of water for drinking 
purposes should not exceed 80° F., 
nor should it be lower than 40° F. 


This article based on a talk pre- 
sented by Mr. Soet at the SCHOOL 
OF PUBLIC HEALTH, University of 
Michigan. Published with the kind 
permission of the School. 


Somewhere between 40° and 50° is 
preferred. Open containers for water 
and the common cup or dipper are 
not approved. When drinking foun- 
tains are provided, they should be 
constructed of impervious material 
with the jet set at an angle from the 
vertical and above the edge of the 
bowl. The bowl of the fountain 
should be so designed and propor- 


tioned as to be free from corners 
which would be difficult to clean. 
There should be at least one drink- 
ing fountain conveniently located for 
every 50 employees. 


Adequate washing facilities are 
important items in all plant pro- 
grams; however, there are some in- 
dustries in which the adequacy of 
washing facilities is extremely im- 
portant, namely those in which 
workers are exposed to excessive 
heat, skin irritants, or dusty and 
dirty operations. 


Dressing rooms or change rooms 
with lockers are imperative in places 
of employment in which the work 
performed involves exposures to ex- 
cessive dust, dirt, heat, moisture, or 
toxic and irritating materials. When 
work clothes are exposed to toxic 
or irritating materials, two-com- 
partment lockers should be provid- 
ed; that is, one compartment for the 
work clothes and the other for the 
street clothes. An important factor 
in lockers is adequate ventilation. 
There are times when natural ven- 
tilation is not sufficient. Then some 
means of forced ventilation should 
be employed in the locker rooms or 
through the lockers in order to dry 
the clothes sufficiently for the fol- 
lowing day’s work. 


FORGETS 


Here's protection against those forgetful moments 


when tragedy lashes out to claim its toll. 


The Junkin Safety Guard is effective . 
It can't "forget" because it's built in .. 


becomes a part of the press itself. 


. dependable. 


. actually 


Safe Hands... 


Stanzoils 


Grip Under Oil 


No Slippery Fingers 


That's how Junkin is helping thousands of satisfied users 
set up better safety records... higher production records. 


If you would like the facts about Junkin Safety Guards, 
write us. There's no obligation. 


No Costly Injuries 


Hard to believe but true — amazing new positive-grip 
finish on Stanzoils holds wet slippery objects as if dry... 
new confidence and speed for workers! Unbeatable 
hand protection from Pioneer-processed DuPont 
neoprene assuring long life (and low cost per hour) 
in oils, acids, caustics. Black, white; standard styles, 
sizes. Avoid injury claims, get more production—in- 
sist on Stanzoils from your Supplier or write for facts. 


Write For This New Bulletin ® 


JUNKIN SAFETY 
APPLIANCE CO., INC. 


930 W. HILL ST., LOUISVILLE, KY. 


i Synthetic Rubber Division 


J | N Kt N SAFETY | The Pioneer Rubber Company 
, GUARD 


258 Tiffin Road Willard, Ohio, U.S. A. 
Los Angeles 
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OVER 30 Years OF QUALITY GLOVE MAKING 
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LITTELL 
laces Highly desirable for workers 
work who handle wet, slippery 
0 ex- Pres-Vac SAFETY FEEDER 
re, OF ber. High age-resistance and the pick- 
When ‘The LITTELL Safety Feeder speeds up the pic 
toxic outstanding value and hand ing up and feeding materials into presses, 
com- safety — through- keeping hands out of Danger Zone. A 
ovid- oe aageteinigs strong vacuum is formed in the cup. Unit 
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SEIBERLING LATEX PRODUCTS CO. 
= © AKRON, OHIO F. J. LITTELL MACHINE CO. 
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STAMPS 


FOV XY PK 


FOR SAFETY 


““Satety’’ Code Symbol 
Stamps for every code 
identification purpose are 
furnished in stock or spe- 
cial designs—in ‘Safety’ 
Heavy Bevel or Wedge- 
Grip styles as shown above. 
Write for literature or pro- 
posal on your needs. 


Use dependable Federal Heavy Duty 
Industrial Sirens. These are distinctive 
signals, of rugged weatherproof con- 
struction, especially fitted for use on 
electric cranes and other heavy moving 
: equipment. A full range of sizes for 
| every need. 


Write for Bulletin III 


FEDERAL ELECTRIC CO., INC. “QNNINGHAM Co, 


8735 South State Street SAFETY STEEL STAMPS 


si CHICAGO 19, ILL. 91 East Carson Street - Pittsburgh 19, Pa. 
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SAFEGUARD NO. 644 


Safety gloves have to be built “‘tough”’ for 
handling rough, jagged castings or heavy 
gauge sheets, or for working on a sand 
blast job all day long. So take a look at 
Steel-Grip No. 644 gloves. They’ve got the 
stuff that makes ’em tough. 

To lay the foundation, Steel-Grip uses 
the nation’s topgrade chrome tanned cow- 
hide . . . it’s just the right weight to make 
*em tops in wear as well as comfort. 

Then Steel-Grip lays quarter-inch strips 
of rugged, tough leather an eighth of an 
inch apart, from finger tips to heel of 
palm, and clinches ’em down with hun- 
dreds of steel ribbons. This ribbed steel 
and leather reinforcement wears “like steel’’. 

Thumbs have steel studded patches of 
leather. The thumb crotch seam is over- 
laid with leather. The entire glove is 
stitched, not with cotton thread that rots 
or burns out, but steel sewed to stay sewed. 

And back of all this tough, rugged con- 
struction is Steel-Grip’s 38 years of ex- 
perience and know-how. No. 644 gloves 
have the stuff that makes ’em tough, that 
makes ’em wear, that makes ’em the most 
economical glove on the market. (For 
short glove style—specify No. 604.) 

Write for Catalog. We are designers and 
manufacturers of a complete line of safety 
clothing. What are your requirements? 


Industrial 


GLOVES COMPANY 
Main Factory: 1800 Garfield Bivd., DANVILLE, ILLINOIS 


(In Canada: SAFETY SUPPLY CO., Toronto) 
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BASIC GOOD HOUSEKEEPING METHODS 
— SWEEPING AND MOPPING — 
From Page 17 


cial instances, since it scatters dust 
and does not produce a controlled 
sweeping job. 


Brush Size 


The choice of brush size is deter- 
mined by the size of the area and the 
number of obstructions. It is advis- 
able to select a brush with a block 
length which will not be awkward to 
use and which will give a quality 
job. A twenty-four inch brush is 
recommended for use in most un- 
obstructed areas, while a sixteen or 
eighteen inch brush may be prefer- 
red for some obstructed areas. The 
brush block should be so constructed 
that the position of the handle may 
be alternated, thus making possible 
the even wear of the brush surface. 
For this purpose the block may be 
equipped with two holes so that the 
handle may be changed frequently, 
or the block may be made with a 
pivot arrangement for the handle 
which will permit its use on either 
side of the brush. The handle may 
be made of lightweight aluminum or 
finished hardwood. While a sixty- 
six inch handle is desirable for ord- 
inary use, a shorter handle may be 
required in a confined area. 


Mopping 

There are many factors which con- 
tribute to efficient mopping, and by 
controlling as many of these factors 
as possible, a quality cleaning job 
can be obtained in a minimum time. 
Although the ability of the sanita- 
tion personnel, the type and degree 
of soil to be removed, and the condi- 
tion of the surface to be cleaned 
must all be considered, the mopping 
operation can be performed effec- 
tively only if the proper tools, ma- 
terials and method are used. 


Selection of Mop Head 


A long-fibred staple cotton (four 
to eight ply) mop head, approximate- 
ly twenty inches long and weighing 
twenty-four ounces is preferred for 
wet mopping. The mop strands 
should be fastened to the center 
with a wide well-stitched atpe. Dur- 
ing the cleaning operation the mop 
should be turned frequently to give 
even wear. To increase length of 
service, the mop can be reversed in 
the holder periodically so that both 
surfaces are used. 


Mop Holder 
The mop holder should be con- 
structed to permit easy attachment 


WRITE FOR LATEST CATALOG SHOWING 
SAFETY SIGNS FOR ALL PURPOSES 


STANDARD SIGNS, INC. 
3198 E.65™ ST. + CLEVELAND 4, OHIO 


SAFETY MEASURE 
MADE ATTRACTIVE 


HOLLYWOOD 
TURBANS 


Cool . . . washable . . . adjustable 
. .. neat... sanitary. Protects 
hair and head. No loose strands 
to catch in machinery. 

Hollywood Turbans come in a 
variety of colors. Write for prices, 
or order from your jobber. 


Hollywood Turban Products Co. 


319 W. VAN BUREN STREET 
CHICAGO 7, ILLINOIS 
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SAFER — FASTER 


BETTER WAY TO OPEN 
BALKY BOX CAR DOORS! 


MONARCH ONE MAN 
CAR DOOR OPENER 


One man can open 
the most binding, 
balky box car door 
with the Monarch Car 
Door Opener. Get 
greater safety .. speed 
loading and unloading 
schedules . . order an 
ample supply to fill 
your needs today! 
* No strained muscles. 
No slips or falls. No 
broken arms, legs or 
mashed fingers. No 
fatalities. No time 
wasted. No “gangs” 
needed. No time loss. 
Write for free 
descriptive literature. 


THE NOLAN COMPANY 


Dept. OH, Bowerstown, Ohio 
Formerly 
The Mining Safety Device Company 


Only $22.50 Each 
F.0.B. Bowerston 


NO MORE ATHLETES’ 
FOOT! 


The simple Onox method of 
skin-toughening has made 
Athletes Foot a thing of the 
past in th ds of leading 
American plants. 


No mess, no splash, no waste. 
Costs only Ic per man per 
week—and the men like it! 


For details and trial offer, write: 


ONOX, INC. 
Dept. O., 121- 2nd St., San Francisco 


WAREHOUSES IN 
BROOKLYN, CLEVELAND, NEW ORLEANS 
LOS ANGELES 


and removal of the mop and should 
have no exposed edges that would 
scratch baseboards or furniture. For 
general use, the mop holder should 
have a sixty inch aluminum handle 
with a knob at one end for ease and 
efficiency of operation. If the metal 
handle is not available, polished 
hardwood one and one-eighth inch 
in diameter should be used. 


Mop Wringing Equipment 

For small areas and in locations 
where there are a number of eleva- 
tions in floor levels, it is essential 
that the equipment be portable. For 
this purpose the eighteen to twenty- 
two quart mop bucket is ideal. 
For high efficiency the mop bucket 
must permit the full application of 
foot pressure to the rollers. This is 
best accomplished by the type of 
bucket which has a centrally pivoted 
right angle lever. Tests have shown 
that two rollers approximately two 
inches in diameter are best for most 
operations and assure optimum 
water removal in wringing, without 
damaging the mop. When extensive 
areas on the same floor level are to 
be cleaned, a mopping tank with two 
or three separate compartments can 
be used to advantage. This type of 
rubber-tired tank, equipped with a 
wringer, is available in various sizes 
ranging from twenty-five to forty- 
five gallons. All equipment should 
be constructed of durable, non-cor- 
rosive metal for lasting service. 


Detergents 
The kind of detergent used in the 
mopping operation should be deter- 


Use 
waste 
e\ 
C 7 cans !”’ 


mined by the type of floor surface 
being cleaned. In general, a pow- 
dered alkaline detergent is used for 
cleaning industrial hard floors, while 
a potassium soap is used for soft 
floors. Cleaners should be accur- 
ately measured since controlled con- 
centration is essential to protect the 
flooring and to facilitate rinsing. 


Recommended Method 


The mopping stroke should be one 
which gives maximum coverage and 
speed with the least amount of fa- 
tigue and the highest quality perfor- 
mance. The nine-foot side to side 
stroke which is recommended by the 
Industrial Sanitation Research Foun- 


dation is illustrated on pages 16 & 17. 
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2830 N. FOURTH STREET - PHILADELPHIA 33, PA. 


for Street & 


Highway Use 


ALL METAL-NON-TILTING, 
HIGH VISIBILITY FOR 
STREET AND HIGHWAY USE 


Will not blow over, leaving 
your men and the public un- 
protected. Sign frame pivoted 
on each side allowing move- 
ment with varying wind and 
pressures and full vision at all 
times. 

Attractively and rigidly con- 
structed; folds compactly for 
storing. 


Complete information 
on New Bulletin M-48A 


Equipment for all Industries 


“A very thorough and well-docu- 
mented compilation of the best 


data available .. . should fill 
a definite need in the field. 
—Knowlton J. Caplan, 
Bureau of Industrial Health, 
Michigan Dept. of Health 


INDUSTRIAL 
HEALTH 
ENGINEERING 


By ALLEN D. BRANDT 
Medical Division, Bethlehem 
Steel Company 


Industrial 
Health 


Engineering 


| Lists over 1,000 hazard- 
occupations and tells 
you in detail just what 
the job dangers are. In- 


ere dustrial Health Engineer- 


| ing also enables you to 
determine why these jobs 
are dangerous, and what 
to do to make them safe. 
1947 383 Pages $6.00 


ON APPROVAL COUPON | 


JOHN WILEY & SONS, INC. | 
440 Fourth Ave., New York 16, N. Y. 

Please send me, on ten days’ approval, a ' 
copy of Brandt’s INDUSTRIAL HEALTH | 
ENGINEERING. If | decide to keep the 
book, | will remit $6.00 plus postage; | 
otherwise | will return the book postpaid. 
Name 
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(Offer not valid outside U. S.) 
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UL-25 . . . Industrial Products Co. 
have prepared a pamphlet on the 
problem of industrial noise. The 
text points out the serious hazard 
which occupational noise presents to 
both management and worker and 
how SEPCO, the company’s new ear 
protector is now providing ear pro- 
tection and comfort by absorbing 
such noise. 

The ear protector is said to be par- 
ticularly effective in absorbing noise 
in high frequencies, which are the 
harmful frequencies to nerves and 
hearing. At the same time the lower, 
slow frequency sounds are carried 
through, permitting the wearer to 
hear conversation almost normally. 

UL-26 ... Bulletin No. 410 just 
released by Claude B. Schneible Mfg. 
Co. presents the company’s compre- 
hensive line of Multi-Wash equip- 
ment for the control and disposal of 
dusts, fumes and odors, which re- 
presents the latest developments in 
the wet method originated by 
Schneible in 1921. 

This 20-page bulletin describes the 
advantages of the wet method by 
cutaway views of various types of 
Schneible units. It also contains 
many actual installation views. An 
interesting page contains a repre- 
sentative list of users of Schneible 
systems. 

UL-27 . . . “Laboratory Safety”, a 
36-page manual, has been recently 
published by Fisher Scientific Co. 
The manual consists of a complete 
treatment of the subject, especially 
slanted for laboratories. It presents 
various phases of accident preven 
tion, first aid treatment, fire preven- 
tion and safety equipment. Specific 
dangers encountered in laboratory 
work are discussed under the head- 
ings: Storage Risks, Handling Risks, 
Faulty Techniques, Electrical Shock, 
Burns, Toxic Fumes, Poisons, Fires, 
Explosions and Disposal Risks. 

UL-28 ... Dings Magnetic Sepa- 
rator Co., has issued Bulletin 1120 
which describes operations of its 
laboratory in solving separation 
problems in many industries. The 
purpose of the laboratory, whose 
service is free, is to analyze mater- 
ials to determine if and how best 
they can be magnetically separated 
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and to develop new and improved 
separators. Procedure to be followed 
in arranging for product test is de- 
scribed. 

UL-29 ... Oakite Products Inc. 
have prepared a fact-packed man- 
ual giving simple, concise data on 
cleaning motor blocks, cooling sys- 
tems, oil filters, pumps and carbur- 
etors. Also, faster ways of paint 
stripping and body washing and tips 
on general cleaning tasks, renovat- 
ing painted surfaces, etc. 

UL-30 ... West Disinfecting Co. 
has available a 12-page brochure il- 
lustrated in color entitled “An Ideal 
Washroom Maintenance Service.” 
The brochure covers in detail the 
nationwide washroom service main- 
tained by West. This washroom ser- 
vice plan entitles users of West 
washroom products to a _ unique 
three-way maintenance _ service. 
Trained West servicemen make reg- 
ular periodic service calls and per- 
form such heavy duty jobs as clean- 
ing the traps, bowls, urinals, disin- 
fecting and servicing deodorizing 
equipment, etc. Brochure describes 


“Use 
Absorbents 
for oil 


spots,” 


this work and all phases of modern 
washroom sanitation are entirely 
covered. 

UL-31 ... Speedy, effective and 
economical patching of cracks, ruts 
and shallow holes in concrete floors 
is shown in a new leaflet prepared 
by Smooth-On Mfg. Co. The leaflet 
explains the simplicity of applica- 
tion of Smooth-On; its characteristic 
of expanding slightly as it hardens 
so as to wedge finished patches 
tightly in place and its quick hard- 
ening feature which permits full 
traffic in the morning on floors 
patched the preceding evening. 

UL-32... As a practical help to 
all users of gas masks Acme Protec- 
tive Equipment Co. of Chicago is 
releasing a series of illustrated bul- 
letins presenting a wide range of 


protective equipment for use in haz- 
ardous gas and smoke atmospheres. 
In addition, to bulletins feature 
Acme full vision gas masks and can- 
isters, full information is also pro- 
vided on proper canisters for use in 
smokes, fumes, mists, organic vapors, 
acid gases, ammonia, etc., in a table 
which provides a long list of gases 
with equipment recommended. 
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Fast, easy, dependable respiratory protection whenever light concen- 
- 14 : trations of acid gases or organic vapors temporarily threaten breathing 
safety! The M.S.A. Gasfoe Cartridge Respirator answers the demands 
of industry for a small, handy, compact unit which is instantly available 
for use when needed. 


e Cover 
_ 47 5 ; Featuring a specially-designed mouthpiece, which is an integral part of 


. 25 Pied the rubber respirator body, the Gasfoe employs a single, replaceable, 
factory-packed chemical cartridge which absorbs light concentrations 
; AG of acid gases and organic vapors from inbreathed air. Equipped with a 
. 6 & spiral spring noseclip and adjustable vinyl plastic neckband, the 
. 44 endable : respirator is comfortable to wear, well-balanced, simple to maintain, 
pro and provides long life in service. 


28 able WRITE FOR BULLETIN NO. CR-21 
-- 38 e tas care e Send for your copy of this descriptive 
... 37 tly oY bulletin containing complete details of the 
- 40 : ned new M.S.A. Gasfoe Cartridge Respirator. 


MINE SAFETY APPLIANCES COMPANY 
ty Braddock, Thomas and Meode Streets Pittsburgh 8, Pa. 
District Representatives in Principal Cities 


in Canada: MINE SAFETY APPLIANCES COMPANY OF CANADA LIMITED, TORONTO 
MONTREAL... VANCOUVER .. CALGARY .. WINKIPEG .. NEW GLASGOW, N. 5. 


4 
4 
i 
47 
= 
° 
by 
uckly 
5 \y resis 
Ri 
| 


YOU CAN’T BEAT THE 
FOR 
REACHING 


In the case of OCCUPATIONAL HAZ- 
ARDS, The C. B. P. Plan (Certified Buy- 
ing Power) means 20,141 readers who 
are “known” buyers. These individuals 
are hand-picked from the customer- 
prospect lists of 31 selected safety equip- 
ment jobbers located in key marketing 
areas. To the CCA guarantee of QUAN- 
TITY circulation, OCCUPATIONAL 
HAZARDS thus adds the C. B. P. QUAL- 
ITY guarantee of authenticated, proven 
reader-buyers. Here is the needed sales 
link for the advertiser. 


JOBBERS ARE CIRCULATION 
MANAGERS 
Each of OCCUPATIONAL HAZARDS 31 
safety equipment jobbers subscribes to 
the magazine for his active customers 
and prospects. He pays $1.20 per year 
for each subscription. This guarantees 
that each OCCUPATIONAL HAZARDS 
reader is interested in the editorial ma- 
terial presented in the magazine, and— 


RIO STREET 


1240 ONTA 


equally important—is an active, authen- 
ticated prospect for safety equipment 
and supplies. 


OCCUPATIONAL HAZARDS means 
business. Its 20,14] readers are YOUR 
potential customers because they are 
also the active customers of the leading 
safety equipment jobbers. Here is circu- 
lation representing the known national! 
market for safety equipment . . . a buy- 
ing audience to whom you must tell 
your story. 


“Certified Buying Power’ is a powerful 
lever which you can use to raise your 
sales volume. 


Other “’C. B. P.’’ magazines published by 
the Industrial Publishing Company are 
FLOW, for the material handling field; 
REFRIGERATION INDUSTRY, for the 
refrigeration and air conditioning field; 
and INDUSTRY and WELDING for the 
welding field. 
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